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PRE  FACE 

This  list  is  limited  to  publications  issued  by  the  U.  S.  Department  of  Agriculture,  U.  S.  Tennessee 

Valley  Authority,  State  experiment  stations  and  extension  services,  and  similar  agencies,  1935-50,  which 

were  available  to  the  compilers.  The  following  list  contains  earlier  references: 

U.  S.  BUR.  OF  AGRICULTURAL  ENGINEERING.    Electricity  on  the  farm  (a  partial 
list  of  references)  1920-1934,  compiled  by  D.  W.  Graf.    Washington,  1935.    110  p.    1.9  En32EL 

Only  the  latest  known  edition  of  a  publication  is  included.  Technical  publications  not  of  interest  to  farmers 

or  farm  advisers  have  been  omitted. 

The  more  recent  publications  listed  may  be  obtained  from  the  issuing  offices.  Most  of  them  are  on 
file  in  the  U.  S.  Department  of  Agriculture  Library  and  in  other  agricultural  libraries.  Call  numbers 
following  the  citation  are  those  of  the  U.  S.  Department  of  Agriculture  Library. 

Photoprint  or  microfilm  copies  of  publications  in  the  U.  S.  Department  of  Agriculture  Library  may 
be  obtained  at  the  following  prices: 

Photoprints:  $1.00  for  each  10  pages  or  fraction  thereof  from  a  single  article  or  book. 

Microfilms:  $1.00  for  each  50  pages  or  fraction  thereof  from  a  single  article  or  book. 

Enclose  with  order  payment  in  cash,  library  coupon,  check,  or  money  order  drawn  to  the  Treasurer  of 
the  United  States.  U.  S.  Department  of  Agriculture  Library  coupons  valued  at  $1.00  each  may  be  ordered 
in  any  quantity. 


SOURCES    CONSULTED 


Catalogs 

U.  S.  Department  of  Agriculture  Card  Catalog,  including  special  Experiment  Station  and  Extension 
Service  catalogs. 

Bibliographical  and  Abstract  Journals 

Agricultural  Index,  1934/36-Aug.l950. 

Bibliography  of  Agriculture,  July  1943-Sept.l950. 

Experiment  S,tation  Record,  1935-1946. 

Library  of  Congress.  Monthly  List  of  State  Publications,  1935-1948. 

Superintendent  of  Documents.  U.  S.  Government  Publications,  Monthly  Catalog,  1935-1949. 

List  of  Available  Publications  of  the  U.  S.  Department  of  Agriculture  Misc.  P.  60.  1948. 

Bibliographies 

FISCHER,  V.  H.    Farmhouse,  list  of  references.    U.  S.  Dept.  Agr.  Libr.  List  19,124  p.    Oct. 1945. 

1.916  L612 

Supplement  1,  Sept.  1947. 
GRAF,  D.  W.  comp.    Cold  storage  lockers  and  locker  plants,  list  of  references.    U.  S.  Dept.  Agr. 

Libr.  List  11,32  p.    Aug.1944.    1.916  L612 
LYLE,  S.  P.    State  extension  bulletins  on  rural  electrification.    U.  S.  Ext.  Serv.  Misc.  Ext.  P.  38, 

rev. ,12  p.    Jan. 1938.    1.9  Ex892Mi 
MEIER,  O.  W.    State  extension  bulletins  on  rural  electrification.    U.  S.  Ext.  Serv.  Misc.  Ext.  P.  38, 

28  p.    Apr. 1941.    1.9  Ex892Mi 
MONTFORT,  P.  T.    Information  on  rural  electrification  (a  list  and  classification  of  State  bulletins, 

magazine  articles,  and  commercial  publications).    College  Station?    Tex.  Agr.  &  Mech.  Col.  Agr. 

Engin.  Dept.,  1937.    38  p.    241.6  M76 

Supplements  1-6,  1937-43. 
ROKAHR,  M.    A  selected  list  of  references  on  electricity  in  the  farm  home.    U.  S.  Ext.  Serv.  Misc. 

Ext.  P.  30,7  p.    Washington,  1936.    1.9  Ex892Mi 
U.  S.  BUR.  OF  AGRICULTURAL  AND  INDUSTRIAL  CHEMISTRY.    Selected  bibliography  on  freezing 

preservation  of  fruits  and  vegetables,  1920-1944.    U.  S.  Bur.  Agr.  &  Indus.  Chem.  (AIC-46,rev.l; 

West.  Region.  Res.  Lab.)  16  p.    Apr. 1945.    1.933  A2Ag82 
U.  S.  BUR.  OF  AGRICULTURAL  ENGINEERING.    Bibliography  on  electric  fencing.    Washington, 

1938.    3  p.    1.9  En32Be 
U.  S.  BUR.  OF  PLANT  INDUSTRY,  SOILS,  AND  AGRICULTURAL  ENGINEERING.    Farm  elec- 
trification, list  of  publications.    U.  S.  Bur.  Plant  Indus.,  Soils  &  Agr.  Engin.  Inform.  Ser.  91,1  p. 

Nov.1948.    1.9R531I 
U.  S.  DEPT.  OF  AGRICULTURE.  LIBRARY.    Bibliography  on  dehydration  of  foods,  1938-43. 

U.  S.  D.  A.  Bibliog.  B.  6,120  p.    June  1945.    1  Ag84Bi 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.    REA  printed  publications  available.    Washington,  1948. 

5  p.    1.933  R888 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.    A  selected  bibliography  on  the  use  of  electricity  in  the 

home.    Washington?  1940.    31  p.    (Form  UT-30R)    1.933  Se44 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECHNICAL  STANDARDS  DIV.    Bibliography  of  papers 

presented  before  engineering  bodies,  technical  publications,  technical  standards  bulletins,  patents, 

awarded,  patents  pending  by  members  of  the  staff  [of  the  Technical  Standards  Division]  since  1939. 

Washington,  1946.    8  p.    1.933  B47 
WEIL,  B.  H.,  and  STERNE,  F.    Literature  search  on  the  preservation  of  food  by  freezing.    Ga.  State 

Engin.  Expt.  Sta.  Spec.  Rpt.  23,409  p.    June  1946.    290.9  G292S 

Jointly  sponsored  by  the  State  Engineering  Experiment  Station  and  the  Tennessee  Valley  Authority. 

Supplement  1,  Jan.  1948. 
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GENERAL 

BEALL,  R.  T.    Rural  electrification.    U.  S.  D.  A. 
Ybk.  1940:790-809.    1941.    1  Ag84Y 

Rural  uses  of  electricity,  p.  804-809.  Lists  farm  and 
home  appliances  and  gives  power  requirements  of  each. 
BEALL,  T.    Getting  the  best  use  from  your  [elec- 
tric] equipment.    Ohio.  Agr.  Col.  Ext.  R.  E.  C.  62,1  p., 
illus.    1944?    275.29  Oh32Rec 

BEALL,  T.    Now's  the  time.    Ohio.  Agr.  Col.  Ext. 
R.  E.  C.  78,1  p.,  illus.    1945?    275.29  Oh32Rec 
Care  of  electric  equipment. 

BEALL,  T.,  and  BLAUSER,  I.  P.    Safe  electric 
service,  farm  and  home  check  sheet.    Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  47,1  p.    1943?    275.29  Oh32Rec 
Lists  safety  procedures. 

BERESFORD,  H.    Farm  electrification  in  Idaho. 
Idaho.  Agr.  Expt.  Sta.  B.  237,32  p.,  illus.    Sept. 1940. 
100  Idl 

Uses  mentioned  are:  Pumping  for  irrigation  and  drain- 
age, frozen  storage  locker  plants,  cooking  and  refrigera- 
tion, lighting,  water  supply  and  heating,  heating  and  venti- 
lation, washing  machines,  irons,  ironers,  milk  and  cream 
coolers,  milking,  machines,  walk-through  fly  sprays,  milk 
separators,  egg  storage  cabinets,  ultraviolet  lights, 
mixers,  bench  drills  and  grinders,  soldering,  arc  welding, 
radiant  energy  drying,  sterilamps,  insect  control,  pig 
brooding,  and  frost  protection. 

CARTER,  D.  G.,  and  KARNS,  E.  E.    Farm  electri- 
fication.   Ark.  Agr.  Col.  Ext.  C.  399,18  p.,  illus.    June 
1937.    275.29  Ar4 

Tables  3  and  4  give  the  amounts  of  electricity  used  by 
specified  home  and  farm  appliances. 

CLEMSON  AGRICULTURAL  COLLEGE  OF  SOUTH 
CAROLINA.  EXTENSION  SERV.    Current  consumption 
and  operating  costs  of  electrical  equipment  for  the  farm. 
Clemson  Agr.  Col.  S.  C.  Ext.  Agr.  Engin.  Rur.  Electrif. 
Ser.  L.  1,4  p.    Nov. 1938.    275.29  So8Ar 
Includes  both  farm  and  household  appliances. 

COMMITTEE  ON  THE  RELATION  OF  ELECTRIC- 
ITY TO  AGRICULTURE.    Engineering  analysis  of  elec- 
trical uses  on  the  farm,  by  E.  A.  White  and  J.  P. 
Schaenzer.    Chicago?  1937.    62  p.    335  W582 
Presented  to  14th  annual  meeting,  Sept.  9,  1937.     , 

COMMITTEE  ON  THE  RELATION  OF  ELECTRIC- 
ITY TO  AGRICULTURE.  CALIFORNIA  COMMITTEE. 
California  farmers  have  the  highest  per  capita  income  of 
any  State. ..why?   San  Francisco,  1947.    31  p.,  illus.    Ref. 
335  C732C 
Illustrations  show  farm  and  home  uses  of  electricity. 
COMMITTEE  ON  THE  RELATION  OF  ELECTRIC- 
ITY TO  AGRICULTURE.  IDAHO  COMMITTEE.    Rural 
electrification.    Comt.  Relat.  Elect.  Agr.  Idaho  Comt. 
Prog.  Rpt.  20,40  p.,  illus.    June  1946.    335.9  Idl 

This  and  earlier  annual  reports  contain  descriptions  of 
uses  of  electricity.  The  descriptions  in  this  report  are 
also  issued  as  Rural  Electrification  Extension  Leaflets 
61-78  of  the  Idaho  University,  College  of  Agriculture, 
Extension  Service,  which  are  entered  separately  in  this 
list. 

COMMITTEE  ON  THE  RELATION  OF  ELECTRIC- 
ITY TO  AGRICULTURE.  TEXAS  COMMITTEE.    Progress 
report. ..by  P.  T.  Montfort.    n.  p.,  1944.    100  p.,  illus. 
335.9  T31 

This  and  earlier  annual  reports  contain  descriptions  of 
uses  of  electricity. 

COMMITTEE  ON  THE  RELATION  OF  ELECTRIC- 
ITY TO  AGRICULTURE.  WASHINGTON  COMMITTEE. 
The  twenty-first  annual  progress  report  of  investigations 
of  the  various  uses  of  electricity  for  agriculture  in  the 
State  of  Washington;  submitted... by  J.  B.  Dobie  and  L.  J. 
Smith,    n.  p.,  1946.    71  p.,  illus.    335.9  C732P 

This  and  earlier  annual  reports  contain  descriptions  of 
uses  developed  by  the  Committee. 

CONNECTICUT.  EMERGENCY  RELIEF  COMMIS- 
SION.   Survey  of  rural  electrification  in  Connecticut;  pro- 
ject number  S-F2-161.    Hartford,  1935.    197  p.    335  C763 
Reports  desire  for  specified  farm  and  home  appliances. 
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CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Use  of  electricity 
by  farm  and  home  equipment,  by  H.  E.  Pinches.    Storrs, 
1939.    7  p.    275.2  C76U 

CORNELL,  F.  D.,  JR.    Power  on  West  Virginia 
farms.    W.  Va.  Agr.  Expt.  Sta.  B.  267,44  p.,  illus.    Ref. 
June  1935.    100  W52 
Lists  home  and  farm  uses  of  electricity  (p.  19-20,  41) 
DAVIS,  J.  F.,  and  STRICKLER,  P.  E.    Electricity' 
on  farms  in  the  eastern  livestock  area  of  Iowa;  a  pro- 
ress  report.    U.  S.  D.  A.  C.  852,88  p.    Sept.1950. 
1  Ag84C 

Use  of  electrical  equipment  In  farming  (p.  32-38)  in- 
cludes lists  of  specific  uses. 

DEROSE,  R.  L.    Electrical  consumption  and  opera- 
tion cost  for  farm  and  home  equipment.    Nebr.  Agr.  Col. 
Ext.  Agr.  Engin.  Rur.  Electrif.  1,4  p.,  Illus.    Oct. 1948. 
275.29  N272Agn 

Cost  of  operation  of  68  items  is  obtained  by  multiplying 
the  KWH  consumption  by  the  electric  rate. 

EBINGER,  D.  G.    Electrical  projects  for  4-H  Clubs 
(second  year).    Mich.  Agr.  Col.  Ext.  Club  B.  37, rev., 
16  p.,  illus.    Aug. 1940.    275.29  M58C 

Instructions  for  wiring  and  for  construction  of  poultry 
water  heater,  pig  brooder,  hotbed,  and  toy  motor. 

FARRELL,  F.  D.    Kansas  rural  institutions:  II.  A 
pioneer  in  rural  electrification.    Kans.  Agr.  Expt.  Sta. 
C.  236,23  p.    June  1946.    100  K13S 

Lists  farm  and  home  appliances  and  gives  the  percent- 
ages of  farms  using  each  in  1925  and  1945  (p.  9). 

FENTON,  F.  C,  and  WIANT,  D.  E.    Rural  electri- 
fication surveys  of  Harvey  and  Dickinson  Counties.  Kans, 
Engin.  Expt.  Sta.  B.  39,48  p.,  Illus.    May  1,1940. 
290.9  K132 

Shows  relation  between  electric  bills  and  income  from 
dairy  and  poultry  farming  (p.  18-20).  Cost  of  operation  of 
wind-driven  electric  plants  is  given  (p.  45-46). 

HILL,  A.  J.    Buy  electrical  energy  wisely.    Mont. 
State  Col.  Ext.  B.  179,16  p.,  Illus.    June  1939. 
275.29  M76C 

Gives  number  of  KWH  used  by  specified  farm  and  home 
appliances. 

HUSTRULID,  A.    The  advantageous  use  of  electric- 
ity on  the  farm.    Minn.  U.  Agr.  Agr.  Ext.  Engin.  News 
Let.  71,1  p.  Feb. 15, 1938.    275.29  M66Ag 
Mentions  many  uses,  especially  of  motors. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Accidents  don't  just  happen, 
[daho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  46,2  p.,  Illus. 
Oct. 1943.    275.29  Idl3Ir 
Care  of  electric  farm  and  household  equipment. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Better  use  saves  juice. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  48,2  p.,  illus. 
Dec. 1943.    275.29  IdlSIr 

Suggestions  for  the  economical  use  of  electrical  house- 
hold and  farm  equipment. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Electricity  helps  save  fuel. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  35,2  p.,  illus. 
Nov. 1,1942.    275.29  Idl3Ir 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Keep  electrical  appliances  in 
service.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  34, 
2  p.,  illus.    Oct. 1,1942.    275.29  Idl3Ir 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Research  in  rural  electrifi- 
cation.   Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  78, 
2  p.,  illus.    June  1946.    275.29  Idl3Ir 

Notes  reduction  in  cost  of  such  uses  as  artificial  sun- 
light, refrigerators,  radios,  and  motors. 

KELLEY,  J.  B.,  HAGMAN,  I.  C,  and  WELCH,  E.  G. 
Electric  service  for  the  farmstead.    Ky.  Agr.  Col.  Ext. 
C.  311,46  p.,  illus.    June  1938.    275.29  K415 
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KREWATCH,  A.  V.    The  cost  of  electricity  for  your 
farm.    Md.  U.  Agr.  Ext.  Rur.  Electrif.  Ser.  2,6  p.,  illus. 
May  1937.    275.29  M36R 

Lists  KWH  per  month  for  various  farm  and  home 
appliances.  j        .  ,  t 

KREWATCH,  A.  V.    Repair  and  maintenance  of. 
electric  equipment  on  the  farm  for  4-H  Clubs  (First 
year  work.).    College  Park,  Md.  U.  Agr.  Ext.,  1936. 
24  p.,  illus.    275.2  M36R 
Includes  plan  for  wiring. 

MCCOLLY,  H.  F.    Rural  electrification.    N.  Dak. 
Agr.  Col.  Ext.  Div.,  A.  E.  15,16  p.,  illus.    Nov. 1936. 
275.29  N812A 

Lists  consumption  of  current  by  specified  household 
and  farm  appliances  (p.  6). 

MCCUEN,  G.  W.,  and  BLAUSER,  I.  P.    Using  elec- 
tricity on  Ohio  farms.    Ohio.  Agr.  Col.  Ext.  B.  96, rev., 
32  p.,  illus.    May  1937.    275.29  Oh32 

Gives  average  KWH  consumption  for  lights,  cooking, 
refrigerators,  heating,  washing,  ironing,  vacuum  clean  - 
ing,  pumping  water,  milking,  separating  milk,  dairy  re- 
frigeration, feed  grinding,  ensilage  cutting,  sawing  wood, 
elevating  grain,  lights  for  egg  production,  electric 
brooders,  incubators,  soil  heating,  and  soil  sterilization. 
Suggestions  for  wiring  are  given. 

MISSOURI.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Farm  and 
home  improvement  handbook:  selection  and  operation  of 
electrical  equipment  and  other  utilities,  by  R.  L.  Ricketts 
and  M.  Fitzgerald.    Columbia,  1950.    60  p.,  illus. 
275.2  M69Far 

Hn,    .'MONTANA.  STATE  COLLEGE.  EXTENSION  SERV 
How  to  get  the  most  out  of  your  electric  installation,  by 
A    J.  Hil  .    Bozeman,  1939.    8  p.    275.2  M76Ho 
General  instructions  for  selection  and  care  of 
appliances. 

MONTANA.  STATE  COLLEGE.  EXTENSION  SERV. 
Standards  for  farm  and  home  electrification.    Bozeman, 
1940?    2  pt.    275.2  M76Sta 

Pt.  I,  Electrically  standard  homes:  Sec.  1,  Adequate 
wiring;  Sec.  2,  Proper  lighting;  Sec.  3,  Running  water; 
Sec.  4,  A  planned  kitchen;  Pt.  II,  Electro-development 
farms:  Sec.  1,  Home  electrification;  Sec.  2,  Farmstead 
wiring  standards;  Sec.  3,  Adequate  lighting;  Sec.  4,  Run- 
ning water;  Sec.  5,  A  farm  repair  shop;  Sec.  6,  Specific 
equipment  requirements. 

OKLAHOMA.  AGRICULTURE  AND  MECHANICAL 
COLLEGE.  EXTENSION  DIV.    4-H  &  adult  electrifica- 
tion manual,  by  C.  T.  Sturdivant  and  L.  J.  Wallen.    Still- 
water, 1948?    43  p.,  illus.    275.2  Ok4Fo 

Contains  instructions  for  various  wiring  jobs  and  for 
constructing  three-way  switches,  poultry  alarm  and  light 
control,  and  a  stock  water  heater. 

PALMER,  E.  L.    Electricity  and  magnetism. 
Cornell  U.  Col.  Agr.  Dept.  Rur.  Educ.  Cornell  Rur.  Sch. 
L.  31(4), 32  p.,  illus.    Ref.    Mar. 1938.    275.29  N48R 

Contains  instructions  for  constructing  electric  burglar 
alarm,  moth  alarm,  school  bell,  signalling  device,  and 
guessing  game,  and  for  wiring  a  doll  house  or  other 
structure. 

PARKS,  R.  R.    Plan  now  to  electrify  your  farm. 
How  to  get  electricity  for  your  farm  or  community.    111. 
Agr.  Col.  Ext.  AEng.  216,  5  p.,  illus.    June  1939. 
275.29  IL62Pa 
Uses  are  mentioned. 

REMSBERG,  R.  E.    The  home  repair  of  electrical 
equipment.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  621,14  p., 
illus.    July  1943.    275.29  N48E 

ROMNESS,  J.    Common  uses  of  electricity  on  the 
farm.    Minn.  U.  Agr.  Ext.  Agr.  Engin.  News  Let.  47,  1  p. 
Feb.15,1936.    275.29  M66Ag 

Gives  size  of  electric  motor  needed  for  various  farm 
jobs,  and  energy  consumption  for  the  same  jobs  and  for 
certain  household  appliances. 

ROMNESS,  J.    The  trend  in  the  use  of  electricity  on 
the  farm.    Minn.  U.  Agr.  Ext.  Agr.  Engin.  News  Let.  33, 

I  p.    Dec. 15,1934.    275.29  M66Ag 
Describes  farm  and  home  uses. 

SCHAENZER,  J.  P.    Home  uses  for  electric  ser- 
vice.   Washington,  U.  S.  Rur.  Electrif.  Admin.,  1945. 

II  p.    1.933  Schl 

Address  before  St.  Louis  Section,  American  Institute  of 
Electrical  Engineers,  Dec.  19,  1945. 

Describes  various  uses. 

STAPLETON,  H.  N.    Safety  in  using  electricity. 
Vt.  Agr.  Col.  Ext.  C.  87,10  p.,  illus.    June  1936. 
275.29  V59C 

Chiefly  cords,  wiring  and  motors. 


STEANSON,  O.,  and  DAVIS,  J.  F.    Electricity  on 
farms  in  the  Upper  Piedmont  of  Georgia.    Ga.  Expt.  Sta 
B.  263,62  p.    June  1950.    100  G29S 

Gives  the  number  of  KWH  uSed  for  lighting,  appliances 
and  water  systems,  1947  (p.  52),  and  mentions  specific 
uses. 

STEELE,  J.  C.    Suggestions  for  preparing  to  use 
electricity  on  your  farm.    Nebr.  Agr.  Col.  Ext.  C   783 
rev. ,26  p.,  illus.    Apr. 1947.    275.29  N272Ex 

Shows  summary  of  uses,  listing  equipment  in  detail, 
covering  power  requirements  and  estimated  consumption; 
minimum  recommendations  for  outlets  and  switches, 
with  plans. 

STOVER,  H.  E.    Cost  of  operation  of  electrical 
equipment  on  the  farm.    Kans.  State  Col.  Agr.  Ext   Rur 
Electrif.  l,rev.,4  p.,  illus.    Apr. 1949.    275.29  K13En 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. AGRICULTURAL  EXTENSION  SERV.    Elec- 
tric power  for  farm  people.    Tenn.  Agr.  Col.  Ext.  C 
9734,3  p.    July  1940.    275.29  T25C 

Estimates  amount  of  power  per  month  for  farms  and 
household  appliances. 

U.  S.  BUR.  OF  AGRICULTURAL  ECONOMICS. 
Preliminary  report  on  survey  of  radios,  telephones,  and 
electricity  on  farms  -  July  1947.    Washington,  1947. 
2  p.    1.941  R5P91 

Statistics  of  radios  include  battery  sets.  Table  gives 
percent  of  farms  having  radios,  telephones,  and  central 
station  electric  service,  by  States  and  groups  of  States. 

U.  S.  BUR.  OF  RECLAMATION.    Rural  and  village 
electrification.    U.  S.  Bur.  Reclam.  Columbia  Basin  Joint 
Invest.  Problem  23,78  p.    Ref.    1945.    156.84  C72 

The  report  was  prepared  by  G.  A.  Fleming,  Bureau  of 
Reclamation,  D.  W.  Teare,  Rural  Electrification  Admin- 
istration, W.  H.  Marple,  Bonneville  Power  Administra- 
tion, and  L.  J.  Smith,  State  College  of  Washington. 

Cost  of  wiring  farm  homes  and  buildings,  p.  21;  Aver- 
age kilowatt-hours  used  by  electric  equipment  for  farms 
and  residences,  p.  42-44. 

U.  S.  DEPT.  OF  AGRICULTURE.  INTERBUR. 
COMMITTEE  ON  POST-WAR  PROGRAMS.    Rural  electri- 
fication after  the  war.    U.  S.  D.  A.  AIS-11,18  p.,  illus. 
Feb.1945.    1  Ag84Ai 

Table  3,  Estimated  amount  and  value  of  major  electri- 
cal equipment  on  United  States  farms,  1943. 

U.  S.  EXTENSION  SERV.    Electric  power  serves 
the  farm.    Washington,  1946.    5  p.    (Lecture  for  Slidefilm 
REA-2)    1.9  Ex892La 
Lists  farm  and  household  uses. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Appli- 
cations of  electricity  for  the  home  and  farm.    Rev. 
Washington,  1950.    6  p.    1.933  Ap5 
Lists  of  appliances. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    The 
calendar  was  a  farmer's  invention.    Washington,  1943? 
4  p.    1  R88L 

A  calendar  for  REA  members  listing  uses  of  electricity 
for  each  month. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.     Elec- 
tric power  on  the  farm;  the  story  of  electricity,  its  use- 
fulness on  farms,  and  the  movement  to  electrify  rural 
America.    Edited  by  D.  C.  Coyle.    Washington,  1936. 
170  p.,  illus.    173.2  R88EL 
Illustrations  show  farm  and  home  uses. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Electri- 
cal equipment  for  farm,  home  and  community  use,  a  list 
of  types  and  sources  of  equipment.    Washington,  1941. 
45  p.    1.933  EL2 

Lists  hammer  mills,  burr  mills,  ranges,  hotplates, 
roasters,  refrigerators  (domestic,  commercial,  walk-in, 
quick-freeze,  and  combination),  milk  coolers,  ultra- 
violet lamps,  time  clocks  for  ultraviolet  lamps,  water 
warmers,  chick  brooders,  pig  brooders,  stock  tank 
heaters,  dehydrators,  garden  waterers,  service  cabinets, 
and  flour  sifters. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Elec- 
tricity for  farms  and  farm  homes;  its  benefits  and  uses. 
Electrical  Appliances.    Washington,  193- ?    7  p. 
173.2  R88ELf 
Lists  farm  and  home  appliances. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    The 
electrified  farm  of  tomorrow.    Washington,  1939.    30  p., 
illus.    1  R88 
Uses  are  mentioned. 
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U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Elec- 
trified farms  for  the  G.  I.'s.    St.  Louis,  194- ?   4  p.,  illus. 
1  R88ELg 

Includes  a  list  of  typical  farm  and  home  equipment  and 
average  KWH  consumption  for  each  Item. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Elec- 
trifying your  farm  and  home.    Washington,  1940?    16  p., 
lUus.    1  R88Eh 
Mentions  various  farm  and  home  uses. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Facts 
for  electric  co-op  directors.    U.  S.  D.  A.  PA-90,48  p. 
1950.    1  Ag84Pro 
Farm  and  home  uses  are  mentioned  (p.  33-40). 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Farm 
electric  equipment  handbook.    Washington,  1937.    19  sect. 
Ref.    173.2  R88Fa 

Describes  fences,  insect  killers,  brooders,  roasters, 
heat  for  propagating  and  growing  plants,  cream  separa- 
tors, pumps  and  automatic  pressure  water  systems,  en- 
silage cutters,  stump  burners,  motors  and  their  use  on 
the  farm,  milk  coolers  and  dairy  refrigeration,  household 
ranges,  Irons  and  Ironers,  household  water  heaters, 
milking  machines,  dairy  utensil  sterilizers.  Incubators, 
household  refrigerators,  and  poultry  lighting. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    A  guide 
for  members  of  rural  electric  co-ops.    Washington,  1947. 
24  p.,  lUus.    173.2  R88G 
Illustrations  show  farm  and  home  appliances. 

U.  S.  RURAL  ELECTRIFICATION  ADMTN.    Helping 
you  to  help  yourself:  home  and  farm  appliances.    Rev. 
Washington,  1939.    6  p. -folder.    1.933  H362 

Gives  price  range  and  average  power  use  of  refrigera- 
tors, roasters,  radios.  Irons,  washing  machines,  water 
heaters,  vacuum  cleaners,  ranges,  water  systems,  milk- 
ing machines,  milk  coolers,  electric  brooders,  5-hp.  and 
1/4-hp.  portable  motors,  ensilage  cutters,  and  feed 
grinders. 

U.  S.  RURAL  ELECTRinCATION  ADMIN.    Light 
and  power  for  the  farm.    Washington,  1935.    13  p.,  illus. 
173.2  R88L 

Approximate  cost  and  power  consumption  of  specified 
household  and  farm  appliances  (p.  9). 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Nutri- 
tion centers.    Washington,  1941.    14  p.    1.933  N95 

Describes  electrical  equipment  for  food-processing 
centers,  Including  small  flour  milling  equipment,  refrig- 
erating equipment,  cooking  and  baking  equipment,  and  de- 
hydrating equipment. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Outline 
for  the  rural  hlghllne,  the  REA  guide.  Washington,  1936. 
15  p.    173.2  R880U 

Approximate  cost  and  power  consumption  of  specified 
household  and  farm  appliances  (p.  14). 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    The 
REA  electrified  farm.   Washington,  194- ?    7  p. 
1  R88ELf 
Includes  a  list  of  electric  farm  and  home  equipment. 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.    REA 
power  at  a  price  the  farmer  can  afford.    Washington? 
1936?   13  p.,  Illus.    173.2  R88Rea 

Approximate  cost  and  power  consumption  of  specified 
household  and  farm  appliances  (p.  8-9) 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    The  re- 
lation of  electricity  to  agriculture,  by  D.  W.  Teare. 
Washington?  1946.    3  p.    1.933  R27 
Mentions  the  principal  home  and  farm  appliances. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Rural 
electrification  after  the  war;  a  preliminary  report.  St. 
Louis,  1944.    19  p.    1.933  R885 

Demand  for  electric  household  and  farm  productive 
equipment,  p.  10-11. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    This 
summer  cool  off  with  electricity.    Washington,  1940? 
4  p.,  Illus.    1  R88L 

Illustrations  show  milk  cooler,  refrigerators,  water 
system,  electric  fan  for  house  and  for  poultry  house,  egg 
cooler,  kitchen  ventilating  fan,  and  laundry  equipment. 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Your 
electrified  farm.    Washington?  1947?    4  p.,  Illus. 
1  R88Ye 

Lists  farm  and  home  equipment  and  Its  KWH  consump- 
tion. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECH- 
NICAL STANDARDS  DIV.    Applications  of  electricity  for 
the  home  and  farm.    Rev.    Washington,  1950.    6  p. 
1.933  Ap5 
Lists  household  appliances  and  farm  equipment. 


U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECH- 
NICAL STANDARDS  DIV.    Home  and  farm  appliance 
standards  and  specifications.    Washington?  1948.    6  p. 
1.933  H753 

Lists  standards  and  the  organizations  preparing  them. 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECH- 
NICAL STANDARDS  DIV.    New  electric  equipment  for  the 
farm,  based  upon  Information  submitted  by  twenty-three 
State  agricultural  colleges.  State  experiment  stations, 
and  other  Institutions,  compiled  by  J.  P.  Schaenzer. 
St.  Louis?  1945.    9  p.    1.933  N42 

The  following  equipment  Is  reported:  drier,  dehydrator, 
refrigerator,  egg  cooler,  feed  grinder,  soil  pasteurizer, 
brooder,  feed-flow  regulator,  potato  sorter,  hotbed, 
hoist,  vegetable  washer,  and  electrically  heated  and  auto- 
matically controlled  pressure  cooker. 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.    Electro- 
development  farms.    Washington,  1937.    12  p.,  Illus. 
173.2  T25EL 

Sponsored  also  by  the  State  Agricultural  Extension  Ser- 
vices of  Tennessee,  Mississippi,  Alabama,  and  Georgia. 

Lists  farm  and  home  uses. 

WASHINGTON.  STATE  COLLEGE.  DEPT.  OF  EX- 
TENSION. 4-H  Electric  Club,  by  R.  N.  Miller.  Pullman, 
1947?    27  p.,  Illus.    275.2  W27Fe 

Contains  Instructions  for  entrance  and  home  wiring,  and 
the  making  of  extension  cords;  test  lamps;  chick,  lamb, 
and  pig  brooders;  egg  cleaners;  and  cat  and  dog 
comforters. 

WEAVER,  D.  S.    Using  electricity  on  North  Caro- 
lina farms.    N.  C.  Agr.  Col.  Ext.  C.  215,19  p.,  Illus. 
Apr. 1937.    275.29  N811 

Describes  home  and  farm  uses. 

WEST  VIRGINIA.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Learn  how  electric- 
ity may  serve  your  farm  and  home  through  the  Rural 
Electrification  Laboratory  at  the  State  4-H  Camp  at 
Jackson's  Mill.    Morgantown,  1940.    16  p.-folder,  Illus. 
275.2  W52L 

^lustrations  show  some  farm  and  home  uses. 

FARM  USES 

BERESPORD,  H.    Idaho  laborsavlng  ideas.    Idaho. 
Agr.  CoL  Ext.  B.  158,48  p.    1946.    275.29  Idl3 

Designs  and  specifications  for  equipment,  Including 
electrical  farm  equipment. 

BERESFORD,  H.  State  prize  winners  for  labor- 
saving  ideas.  Idaho.  Agr.  Col.  Ext.  Rur.  Electrlf.  Ext. 
L.  67,2  p.,  Illus.    July  1945.    275.29  Idl3Ir 

Illustrations  show  the  prize-winning  Ideas:  Use  of  elec- 
tric garden  tractor,  walk-In  milking  parlor,  egg  cleaner, 
posthole  digger,  stock  water  heater,  and  automatic 
headgate. 

CLEMSON  AGRICULTURAL  COLLEGE  OF  SOUTH 
CAROLINA.  EXTENSION  SERV.    Current  consumption 
and  operating  costs  of  electrical  equipment  for  the  farm. 
Clemson  Agr.  Col.  S.  C.  Ext.  Serv.  Agr.  Engln.  Rur. 
Electrlf.  Ser.  L.  1,4  p.    Nov.1938.    275.29  So8Ar 

COLBY,  H.  N.  Feed  grinding,  mixing  and  elevating. 
Wash.  Agr.  Expt.  Sta.  Pop.  B.  151,28  p.,  Illus.  Sept.1937. 
100  W27E 

Washington  Committee  on  the  Relation  of  Electricity  to 
Agriculture  and  Division  of  Agricultural  Engineering 
cooperating. 

Gives  types  of  electrically  driven  mills,  horsepower 
needed,  and  costs. 

CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Farm  equipment, 
1948;  costs  and  performance  rates,  southern  New  Eng- 
land, by  S.  B.  Weeks.    Storrs,  1949.    9  p.    275.2  C76Far 

Electric  current  consumption  for  specified  farm  Im- 
plements, p.  4. 

DOW,  G.  F.    Use  of  machinery  and  horses  on  Maine 
farms  keeping  dairy  cows.    Maine.  Agr.  Expt.  Sta.  B. 
429:41-79.  Aug. 1944.    100  M28S 
Use  and  availability  of  electricity,  p.  70-71. 

EBINGER,  D.  G.  Electrical  projects  for  4-H  clubs, 
second  year.  Mich.  State  Col.  Ext.  Club  B.  37, rev. ,16  p., 
Illus.    Aug. 1940.    275.29  M58C 

Plans  and  specifications  for  poultry  house  lighting, 
poultry  water  heater,  pig  brooder,  electric  soil  heater, 
and  toy  electric  motor. 

FOSS,  E.  W.    Building  and  remodeling  dairy  barns. 
Maine.  Agr.  Col.  Ext.  B.  369,32  p.,  Illus.    Feb. 1948. 
275.29  M281B 
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Gives  advantages  of  the  electric  fan  for  ventilation,  with 
illustration  (p.  21-22).  Suggests  placement  of  lights  and 
compares  fluorescent  with  incandescent  light  (p.  23). 

Reprinted  as  Vt.  Agr.  Col.  Ext.  NEC-10.    1948. 
275.29  V59N 

FOSS,  E.  W.    Kilowatts,  motors  and  farm  electric 
jobs.    Maine.  Agr.  Col.  Ext.  B.  351,40  p.,  illus.    Jan. 
1947.    275.29  M281B 

Explains  how  electricity  is  generated  and  brought  to 
farms  and  homes,  the  way  in  which  it  produces  heat  and 
power,  types  of  wires,  selection  of  motors,  and  lists  19 
electric  applications  to  farm  jobs. 

GARVER,  H.  L.    Rural  electric  research.    U.  S. 
Bur.  Agr.  Chem.  &  Engin.  ACE-6,8  p.    1939.    1.932  A2G8 

Address  before  North  Atlantic  Section,  American 
Society  of  Agricultural  Engineers,  Farmingdale,  Long 
Island.    N.  Y.,  Sept.l3,  1939. 

Summarizes  research  in  the  poultry  and  dairy 
industries. 

GARVER,  H.  L.    Some  things  a  farmer  should 
know  about  electricity.    Wash.  Agr.  Expt.  Sta.  Pop.  B. 
157,40  p.,  illus.    Jan.1939,    100  W27E 

Covers  definitions  of  common  terms,  wiring,  reading 
the  meter,  alarm  systems,  and  the  electric  fence. 

GARVER,  H.  L.    What  agricultural  engineers  are 
contributing  to  farm  electrification-research  results. 
U.  S.  Bur.  Agr.  Chem.  &  Engin.  ACE  24,4  p.    Dec. 1,1939. 
1.932  A2G8 

Summarizes  a  survey  of  research  conducted  by  State 
agricultural  experiment  stations  in  uses  of  electricity. 
IDAHO.  UmVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.  Electricity  serves  the  stock- 
man. Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  [13], 
2  p.,  illus.    Jan.1941.    275.29  Idl3Ir 

Describes  electric  pig  and  lamb  brooders  and  the  elec- 
tric lamb  docker. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Have  you  visited  your 
neighbor?    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L. 
77,2  p.,  illus.    May  1946.    275.29  Idl3Ir 

Illustrations  show  a  farm  water  system  plan,  motor- 
driven  concrete  mixer,  drill  press,  milk  storage  cabinet, 
and  feed  mixer. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SFRV.    Labor,  feed,  production. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  40,2  p., 
illus.    Apr. 1943.    275.29  Idl3Ir 

Describes  an  electric  elevator  and  an  electric  feed 
mixer. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    There  must  be  a  faster  way. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  56,2  p.,  illus. 
Aug.1944.    275.29  Idl3Ir 

Suggests  use  of  electric  drills,  bale  and  bag  pilers,  and 
the  combining  of  two  small  motors  where  a  large  motor 
is  not  available. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    There    must  be  an  easier 
way.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  55,2  p., 
illus.    July  1944.    275.29  Idl3Ir 

Suggests  use  of  electric  elevators,  rotary  knife  potato 
cutters,  and  portable  motors. 

ILLINOIS.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.  IN  AGRICULTURE  AND 
HOME  ECONOMICS.    A  4-H  Club  manual  for  the  farm 
electricity  project.    111.  Agr.  Col.  Ext.  B-108,24  p.,  illus. 
Jan. 1940.    275.29  IL62Pb 

Contains  instructions  for  diagraming  a  wiring  system, 
building  an  electric  fence,  making  a  burglar  alarm,  and 
building  a  wind  charger. 

PHAGAN,  C.  v.,  and  MCKENZIE,  M.  C.    Rural 
electrification  activities  for  4-H  Club  members  and 
others.    Clemson  Agr.  Col.  S.  C.  Ext.  Serv.  Rur.  Electrif. 
Ser.  C.  3,12  p.,  illus.    June  1940.    275.29  SoBR 

Instructions  for  making  a  trouble  lamp,  an  extension 
cord,  a  yard  light,  a  time  switch,  a  portable  1/4  horse- 
power motor,  and  a  speed-reducing  unit. 

ROSS,  W.  A.,  and  others.    Building  electrical  equip- 
ment for  the  farm.    U.  S.  Off.  Ed.  Vocat.  Div.  B.  209, 
97  p.,  illus.    Ref.    1941.    173  V85B 
W.  P.  Beard,  J.  Deiss,  and  L.  C.  Prickett,  joint  authors. 
Instructions  for  making  an  electric  poultry  water 
warmer,  an  ultraviolet  reflector  for  poultry,  pig  and 
chick  brooders,  hotbeds,  stock-tank  water  heaters,  port- 
able motors,  room-cooling  units  and  a  garden-irrigating 
device.    Lists  over  200  uses. 

SMITH,  E.  H.,  and  CARLETON,  W.  M.  Kansas  4-H 
Club  rural  electrification  activity.  Kans.  State  Col.  Agr. 
Ext.  M.  C.  40,29  p.,  illus.    Jan. 1942.    275.29  K13Exm 
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Includes  instructions  for  remodeling  lights,  and  poultry 
house  lighting,  and  for  making  a  toy  electric  motor, 
poultry  water  heater,  pig  brooder,  burglar  alarm,  port- 
able and  stationary  farm  motor,  electric  hotl)ed,  and 
electric  fence. 

TURNER,  C.  N.    How  electricity  is  used  on  the 
farm.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  410,47  p.,  illus. 
May  1939.    275.29  N48E 

Illustrations  show  water  heaters,  pumps,  milking  ma- 
chines, motors,  milk  coolers,  clippers,  sterilizing 
cabinets,  ventilating  fans,  fly  traps,  electric  fences,  in- 
cubators, brooders,  poultry-house  lights,  egg  coolers 
egg  graders,  hotbed  heaters,  soil  pasteurizers,  green- 
house lights,  soil-shredding  machines,  irrigation  lines 
greenhouse  sprayer,  refrigerated  storage,  farm  shop   ' 
equipment,  grinders,  and  honey  extractors. 

U  S   RURAL  ELECTRIFICATION  ADMIN.    Cata- 
lalT  *25^    ^^ns^  ^eCa""*"^'  equipment.    Washington? 

Gives  name  of  manufacturer  or  distributor  and  approxi- 
mate price  of  each  type  of  equipment. 

U.  S  RURAL  ELECTRIFICATION  ADMIN.  Farm- 
i"LTJ?oo^®^*"*^"y-    Washington?  1945.    4  p.,  illus. 

Mentions  uses  of  electricity. 

U.  S.  RURAL  ELECTRinCATION  ADMIN.  Profits 
from  farm  power.    Washington,  1940.    47  p.,  illus. 

Describes  uses  of  electricity  in  the  poultry,  dairy, 
sweetpotato,  and  tobacco  industries,  and  for  farm  grind- 
ing, portable  motors,  refrigeration,  irrigation,  insect 
traps,  pig  brooding,  ham  curing,  fences,  and  hay  curing 
U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Rural  electrification  lessons  for  boys' 
group,  by  D.  E.  Washburn.    Knoxville,  1940.    70  p.,  illus. 
173.2  T25Rul 

Instructions  for  wiring  and  for  building  yard  lights, 
brooders,  hotbeds,  and  portable  motors. 

VERMONT.  COMMISSION  FOR  THE  STUDY  OF 
WATER  RESOURCES  AND  ELECTRICAL  ENERGY. 
Water  resources  and  electrical  energy.    Montpelier? 
1941.    113  p.    290  V593 

Gives  estimated  cost  of  electrical  equipment  for  a 
commercial  farm  (p. 73,  79). 

HOUSEHOLD  USES 

ARIZONA.  AGRICULTURAL  COLLEGE.  EXTEN- 
SION SERV.    Standards  to  follow  when  buying  electrical 
equipment.    Ariz.  Agr.  Col.  Ext.  C.  104,11  cards.    1938? 
275.29  Ar42 

Standards  for  mixers,  ranges,  washing  machines, 
refrigerators,  vacuum  cleaners,  toasters,  irons,  and 
waffle  irons,  and  instructions  for  making  and  repairing 
cords. 

BEALL,  T.  Care  of  motor  driven  household  ap- 
pliances. Ohio.  Agr.  Col.  Ext.  R.  E.  C.  48,1  p.,  illus. 
1943?    275.29  Oh32Rec 

BEALL,  T.    Care  of  small  table  appliances.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  44,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BEALL,  T.  Use  your  appliances  the  easy  way.  VI. 
Use  the  best  tool  for  the  job.  Ohio.  Agr.  Col.  Ext.  R.  E. 
C.  74,1  p.,  illus.    1945?    275.29  Oh32Rec 

Suggests  using  the  electric  fan  for  drying  clothes,  the 
vacuum  cleaner  for  dusting  walls,  and  the  iron  for  seal- 
ing cellophane  containers  for  foods  to  be  frozen. 

BEATTY,  C.    The  kitchen,  the  homemaker's  work- 
shop.   Vt.  Agr.  Col.  Ext.  Brieflet  780,17  p.,  illus. 
Nov.1947.    275.29  V59E 
Suggests  location  of  appliances  and  electric  outlets. 

BERESFORD,  H.    Electricity  serves  the  farm 
home.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  23, 
2  p.    Nov.1,1941.    275.29  Idl3Ir 

BEYER,  G.  H.    Farm  housing  in  the  Northeast;  a 
survey  of  facilities,  activities,  possessions,  and  prefer- 
ences of  families  on  owner-operated  farms.    N.  Y. 
Cornell  Agr.  Expt.  Sta.  Mem.  292,458  p.    1949.    100  N48C 
Equipment  reported  includes  electric  furnaces,  ranges, 
washing  machines,  sewing  machines  refrigerators,  and 
freezers.  Tables  show  percentages  by  subregions  and 
economic  groups. 

BROOKS,  C.  P.    Choosing  large  household  equip- 
ment.   Vt.  Agr.  Col.  Ext.  Brieflet  739,15  p.,  illus. 
Mar. 1946.    275.29  V59E 

Includes  electric  ranges,  refrigerators,  freezers, 
washing  machines,  vacuum  cleaners,  dishwashers, 
clothes  driers,  and  hot-water  heaters. 
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BROOKS,  C.  P.    Choosing  small  equipment  for  the 
home.    Vt.  Agr.  Col.  Ext.  Brleflet  740,13  p.,  illus. 
Apr. 1946.    275.29  V59E 

Includes  electric  roasters,  toasters,  waffle  Irons, 
coffee  makers,  hand  Irons,  mixers,  and  fans. 

BROOKS,  C.  P.    Taking  care  of  electrically 
heated  household  equipment.    Vt.  Agr.  Col.  Ext.  Brief- 
let  652,7  p.,  Illus.    Dec. 1942.    275.29  V59E 

Care  of  electric  Iron,  Ironer,  range,  roaster,  toaster, 
coffee  maker,  waffle  Iron,  heater,  and  electric  pad. 

BROOKS,  C.  P.    Taking  care  of  motor  driven  house- 
hold equipment.    Vt.  Agr.  Col.  Ext.  Brleflet  653,6  p., 
Illus.    Dec. 1942.    275.29  V59E 

Care  of  refrigerators,  washing  machines,  vacuum 
cleaners,  and  mixers. 

CLAYTOR,  B.    Electrifying  the  rural  home.    Tex. 
Agr.  Col.  Ext.  MS-347,rev.,6  p.    Jan.1944.    275.29  T313M 

CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Your  electric 
equipment,  by  G.  E.  Strattpn.    Storrs,  1942.    14  p. 
275.2  C76Ye 

Care  and  use  of  ranges,  refrigerators,  washers, 
Ironers,  vacuum  cleaners,  and  dishwashers. 

CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Your  electrical 
gadgets,  by  G.  E.  Stratton.    Storrs,  1942.    24  p. 
295.2  C76Y 

Describes  use  and  care  of  roasters,  toasters,  waffle 
Irons,  ijandwich  grills,  coffee  makers,  irons,  fans,  food 
mixers,  warming  pads,  and  cords. 

CUSHMAN,  E.  M.    The  development  of  a  successful 
kitchen.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  354, rev. ,47  p., 
illus.    Sept. 1946.    275.29  N48E 

Electricity  mentioned  briefly  In  the  dishwashing,  cook- 
ing and  laundry  centers;  fan  placements  for  air- 
condltlonlng;  effective  electric  lighting. 

CUSHMAN,  E.  M.,  and  WIESENDANGER,  D.  E. 
Selection  of  electrical  equipment  for  the  home.    N.  Y. 
Agr.  Col.  Cornell  Ext.  B.358,26  p.,    Ref.    Oct. 1936. 
275.29  N48E 

Points  to  consider  in  selecting  ranges,  refrigerators, 
washing  machines,  water  extractors.  Ironing  machines, 
hand  Irons,  and  vacuum  cleaners. 

DOUGLAS,  E.    An  economic  appraisal  of  Iowa  farm 
housing.    Iowa.  Agr.  Expt.  Sta.  Res.  B.  367:247-360, 
Illus.    Ref.    Nov.1949.    100  Io9 

Gives  percentage  of  dwellings  using  electric  lights  and 
mechanical  refrigeration,  from  different  angles. 

GLENN,  H.  S.,  and  DOWDY,  W.  V.    Fix  it:  house- 
hold equipment  care  and  repair.    Ga.  Agr.  Col.  Ext.  B. 
503, rev. ,27  p.,  Illus.    June  1944.    275.29  G29B 
Relates  chiefly  to  electrical  equipment. 

HAGMAN,  I.  C.    Electrical  household  equipment, 
selection,  use,  care.    Ky.  Agr.  Col.  Ext.  C.  369,30  p. 
Aug.1941.    275.29  K415 

Refrigerators,  ranges,  hotplates,  roasters,  toasters, 
coffee  makers,  waffle  bakers,  food  mixers,  hand  Irons, 
washing  machines,  and  vacuum  cleaners. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Make  electrical  appliances 
last.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  39,2  p., 
illus.    Mar. 1943.    275.29  Idl3Ir 
Care  of  household  equipment. 

KELLER,  L.  L.,  and  LOVELACE,  I.    Before  you 
■buy  electrical  household  equipment.    Tenn.  Agr.  Col. 
Ext.  L.  85,6  p.-folder.    Mar. 1946.    275.29  T25L 

KELLER,  L.  L.,  and  JOHNS,  M.  M.    Farm  home 
electrification.    Tenn.  Agr.  Col.  Ext.  P.  198,12  p.,  Illus. 
Feb.1937.    275.29  T25 

Describes  types  and  proper  location  of  lamps,  pumps, 
refrigerators,  ranges,  washing  machines,  ironing  ma- 
chines, and  hand  Irons. 

KREWATCH,  A.  V.    Electric  equipment  In  the 
home;  its  care  and  repair.    Md.  Agr.  Col.  Ext.  B.  76, 
23  p.,  illus.    Feb.1936.    275.29  M36B 

Care  and  repair  of  fuses,  extension  cords,  motors, 
refrigerators,  heating  equipment,  and  other  household 
appliances. 

,   Reprinted  as  N.  J.  Agr.  Col.  Ext.  B.  180,24  p.,  illus. 
May  1936.    275.29  N46 

KREWATCH,  A.  V.    The  safe  use  of  electricity  In 
Maryland  homes;  electrical  terms.    Md.  U.  Agr.  Ext. 
Rur.  Electrif.  Ser.  6,6  p.,  Illus.    May  1940.    275.29  M36R 
MCCORDIC,  M.  P.,  NEITZKE,  C.  H.,  and  LARSON, 
L.  C.    Electricity  In  your  home;  use  It  safely,  efficiently, 
economically.    Wis.  Agr.  Col.  Ext.  Spec.  C, rev. ,16  p., 
Illus.    Sept. 1946.    275.29  W758 

Describes  types  of  cords  and  methods  of  repair  as  well 
as  precautions  for  washing  machines  and  other 
equipment. 


MCDUFFIE,  V.  A.    Household  equipment.    Okla. 
Agr.  Col.  Ext.  C.  423,47  p.,  illus.    1946.    275.29  Ok41C 

Describes  electric  ranges,  refrigerators,  washing  ma- 
chines. Irons  and  Ironers,  vacuum  cleaners,  toasters, 
waffle  irons,  fans,  mixers,  and  coffee  makers. 

MILLER,  M.  M.  Home  equipment,  use,  care,  re- 
pair. Minn.  U.  Agr.  Ext.  Home  Demon.  L.  4,7  p.,  Illus. 
Dec. 1943.    275.29  M66H 

Includes  electric  ranges,  refrigerators,  washing  ma- 
chines, irons,  cords  and  plugs. 

MILLER,  R.  N.    "Let's  look  at  it-then  fix  it." 
Wash.  State  Col.  Ext.  Mimeog.  236,9  p.    1944? 
275.29  W27M 

Repair  of  household  equipment,  including  electric 
appliances. 

NEBRASKA.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. EXTENSION  SERV.    Analysis  of  farm  home 
electrical  costs.    Nebr.  Agr.  Col.,  Ext.  C.  11-300,7  p. 
Feb.1938.    275.29  N272Ex 
Probable  electric  costs  of  specified  equipment. 

NOYES,  H.    Be  kind  to  household  equipment.    Mich. 
State  Col.  Agr.  Ext.  Serv.  Folder  F-27,6  p.-folder.    Jan. 
1943.    275.29  M58Ex 
Includes  care  of  electric  equipment. 

POND,  E.    Buying  electrical  equipment.    Oreg. 
State  Col.  Ext.  HE-1188,19  p.    Aug.1938.    275.29  Or3234 

Iron,  toaster,  washing  machine,  refrigerator,  vacuum 
cleaner,  ironer,  range,  waffle  Iron,  and  mixer. 

POND,  E.  Buying  electrical  equipment;  take  a  card 
with  you  when  you  shop.  Wash.  State  Col.  Ext.  C.  27, rev., 
12  cards  In  envelope.    Aug. 1939.    275.29  W27C 

Standards  for  Irons,  Ironers,  waffle  Irons,  mixers, 
vacuum  cleaners,  household  ranges,  washing  machines, 
refrigerators,  and  toasters. 

POND,  E.    Planning  adequate  bathrooms.    Wash. 
State  Col.  Ext.  B.  332,18  p.,  Illus.    Nov. 1945. 
275.29  W27P 

Gives  suggestions.  In  a  10-llne  paragraph,  for.  placing 
electric  outlets  for  lights  and  a  razor,  p.  18. 

REDFIELD,  G.  M.,  and  HIENTON,  T.  E.    Electric- 
ity serves  the  farm  household.    Ind.  Agr.  Expt.  Sta.  C. 
214,12  p.,  illus.    Jan.1936.    100  In2P 

Describes  the  following  uses:  lighting,  water  supply, 
laundry,  water  heating,  refrigeration,  cooking,  radio, 
cleaning,  small  heating  appliances,  and  small  motor- 
driven  appliances. 

REDFIELD,  G.  M.,  and  BERRY,  V.  E.    Electricity 
serves  the  home.    Purdue  U.  Agr.  Ext.  B.  266,22  p.,  Illus. 
June  1941.    275.29  In2E 

Selection,  operation,  and  care  of  refrigerators,  ranges, 
washing  machines,  Ironers,  vacuum  cleaners,  and  food 
mixers.    Other  appliances  are  mentioned,  and  the  prob- 
able KVm  used. 

REDFIELD,  G.  M.    Selection,  operation,  and  care 
of  electric  household  equipment.    Purdue  U.  Agr.  Ext.  B. 
215,rev.,12  p^  illus.    Jan. 1938.    275.29  In2E 

REDFtELD,  G.  M.    A  study  of  efflcient  kitchen 
arrangements.    Ind.  Agr.  Expt.  Sta.  B.  418,29  p.,  Illus. 
Apr. 1937.    100  In2P 

Summary  table  shows  percentage  of  kitchens  studied 
that  have  electric  refrigerators  and  use  electricity  for 
fuel,  water  supply  power,  and  lighting  (p.  24-26). 

SCHAENZER,  J.  P.    Home  uses  for  electric  ser- 
vice.   Washington,  U.  S.  Rur.  Electrif.  Admin.,  1945. 
11  p.    1.933  Schl 

Address  before  the  St.  Louis  Section,  American  Insti- 
tute of  Electrical  Engineers,  Dec.  19,  1945. 

Describes  the  following  uses:  Lighting,  including  ultra- 
violet, fluorescent,  bactericidal,  and  infrared  lamps;  re- 
frigeration; alr-condltioner  and  room  cooler;  range; 
dishwasher;  garbage  disposer;  roaster;  washing  machine; 
ironer;  iron;  water  heater;  water  system;  vacuum  clean- 
er; fan;  blanket  and  heating  pad;  clock;  radio;  television; 
mouse  and  rat  trap;  household  flour  and  cereal  mill; 
pressure  cooker;  and  debeaker. 

SEABROOK,  P.,  and  PHAGAN,  C.  V.    Save  your 
electrical  equipment  through  better  care  and  repair. 
Clemson  Agr.  Col.  Ext.  C.  213,6  p.-folder,  Illus. 
May  1942.     275.29  So8E 

Suggestions  for  care  of  washing  machines.  Irons,  re- 
frigerators, and  ranges. 

SHANK,  N.    Make  your  kitchen  modern.    Iowa.  Agr. 
Expt.  Sta.  B.  P 92:23-51,  illus.    Aug.1948.    100  Io9 

Mentions  electric  exhaust  fan  to  carry  off  steam,  smoke 
and  odors  (p.  26),  position  of  light  fixtures  and  outlets 
(p.  27),  refrigerator  location  (p.  36),  and  electric  range 
(p.  38). 
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SWINK,  E.  T,    Care  and  maintenance  of  household 
equipment.   Va.  Polytech.  Inst.  Agr.  Ext.  B.  153,27  p., 
lllus.    Dec. 1942.    275.29  V81B 

Includes  electric  motors,  water  systems,  brooders,  re- 
frigerators, ranges,  washing  machines,  vacuum  cleaners, 
roasters,  fuses  and  circuit  breakers,  sewing  machines, 
and  making  electrical  repairs. 

TENNESSEE.  UNIVEEISITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV,  OF  EXTENSION.    Household  equipment, 
its  care  and  simple  repair.    Tenn.  Agr.  Col.  Ext.  P. 
273,36  p.,  lllus.    June  1943;reprlnted  June  1947, July  1948. 
275  29  T25 

Includes  fuses,  cords,  plugs,  hand  irons,  heating  pads, 
hotplates,  percolators,  roasters,  toasters,  waffle  irons, 
motors,  vacuum  cleaners,  fans,  mixers,  refrigerators, 
ranges,  and  washing  machines. 

Reprinted  also  as  Ala.  Polytech.  Inst.  Agr.  Ext.  C.  263. 
Dec. 1943.    275.29  ALIC;  Del.  U.  Agr.  Ext.  B.  39.   Sept. 
1943.    275.29  D37;  N.  H.  Agr.  Col.  Ext.  B.  64.   Oct.1943. 
275.29  N45;  N.  Mex.  Agr.  Col.  Ext.  C.  187.   Oct.1943. 
275.29  N463E;  N.  C.  Agr.  Col.  Ext.  C.  270.   Oct.1943. 
275.29  N811;  Clemson  Agr.  Col.  S.  C.  Ext.  B.  106.   Sept. 
1943.    275.29  So8F;  Tex.  Agr.  Col.  Ext.  B.  142.    Apr. 
1946,    275.29  T312;  Va.  Agr.  Col.  Ext.  B.  156.   Oct.1943. 
275.29  V81B;  Wash.  State  Col.  Ext.  B.  301.   Dec. 1943. 
275.29  W27P 

TULLER,  M.  H.    Use  and  care  of  household  equip- 
ment.   Mont.  State  Col.  Ext.  B.  213,32  p.,  lllus,    June 
1942.    275.29  M76C 

Includes  electric  ranges,  refrigerators,  washing  ma- 
chines, irons,  Ironers,  and  small  electric  appliances. 
U.  S.  BUR.  OF  AGRICULTURAL  ECONOMICS, 
Farm  homes  use  wide  variety  of  electrical  appliances, 
Washington,  1948.    2  p.    1.941    R5F222 

Table  shows,  by  States,  estimated  percent  of  farms 
having  electric  refrigerators,  ranges,  washing  machines, 
water  systems,  water  heaters,  sewing  machines,  and 
vacuum  cleaners. 

U,  S.  RURAL  ELECTRIFICATION  ADMIN.  Care 
and  use  of  your  small  electric  appliances.  Washington, 
1948.    4  p.,  lllus.    1.933  C18 

Toaster,  grill,  waffle  baker,  coffee  maker,  mixer, 
roaster,  and  cords. 

U.  S,  RURAL  ELECTRIFICATION  ADMIN,    Elec- 
trical household  equipment.   Washington?  1947?    21  p. 
1,933  EL28 

Selection  and  care  points  for  washing  machine,  iron, 
Ironer,  refrigerator,  range,  hotplate,  and  roaster. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.   Elec- 
trical use  In  the  home.   Washington,  1948?    2  p. 
1,933  EL228 
Lists  equipment  and  wattages  used. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Go  all 
electric,   Washington?  1947.    13  p.,  lllus.    1.933  G53 

Comparative  costs  of  electric  and  other  types  of  cooking 
and  water  heating  equipment. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Main 
points  to  consider  when  electrifying  the  rural  home. 
Washington?  1948.    2  p,     1.933  M282 
Mentions  the  various  home  appliances. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Our 
home  is  safe  electrically.   Washington,  1944.   4  p.,  lllus. 
1  R880 
Care  of  light  cords  and  appliances. 

U.  S,  RURAL  ELECTRIFICATION  ADMIN.   Rates 
for  ranges  and  water  heaters.   Washington,  1950,    2  p, 
1.933  R18 

Discussed  in  connection  with  use  for  economical 
service. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Tips 
for  school  lunch  kitchens;  use  of  electrical  equipment  in 
the  school  lunchroom.   Washington,  1947.    3  p.    1,933  T49 

Care  of  refrigerators,  ovens,  hotplates,  and  similar 
appliances. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Where 
shall  I  place  my  new  electrical  equipment?  Washington, 
1945.    4  p.,  lllus.    1  R88Wh 

Plans  for  kitchen  and  work  rooms.  Refrigerator,  venti- 
lating fan,  heater,  clothes  drier,  and  water  heater  are 
mentioned. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    You  can 
make  these  electrical  repairs,   St,  Louis,  194- ?   4  p., 
lllus.    1  R88Y 

Repairs  to  cords,  sockets,  irons,  toasters,  and  hot- 
plates. 


U.  S,  TENNESSEE  VALLEY  AUTHORITY.    Tennes- 
see Valley  resources,  their  development  and  use. 
KnoxvUle,  1947.    145  p.    173,2  T25Tevr 

Refers  to  recent  surveys  showing  number  of  refrigera- 
tors, electric  ranges,  and  water  heaters  In  use  (p,  30). 

WILLIAMS,  D.  E.   You  and  your  kitchen.    Ark.  Agr. 
Col,  Ext.  C.  443,20  p.,  lllus.    June  1946.    275.29  Ar4 

Suggested  equipment  Includes  electric  lights  and  wash- 
ing machines. 

WISCONSIN.  UNIVERSITY,  COLLEGE  OF  AGRI- 
CULTURE. EXTENSION  SERV.   Are  you  buying  house- 
hold equipment?   Wis.  Agr,  Col.  Ext.  Stencil  C.  247,8  p., 
lllus.   Sept.1946.    275.29  W75B 

General  requirements  for  electric  refrigerators, 
ranges,  washing  machines,  Ironers,  irons,  and  vacuum 
cleaners  are  noted. 

AIR  CONDITIONERS 

ALDRICH,  B.  M.,  and  NORTON,  J.  R.   Attic  fans. 
Okla,  Engln.  Expt.  Sta.  P.  60,24  p.,  lllus.   Ref.   May  1946. 
290.9  Okl 
Electric  fans  for  cooling  houses. 

BADGETT,  W.  N.    The  Installation  and  use  of  attic 
fans,   Tex.  Engln.  Expt,  Sta.  B.  52,45  p.,  lllus,    July  1, 
1940.    290.9  T31 

GORDON,  H.  S.,  and  PERRY,  R.  L,   Air  condition- 
ing for  houses  in  California,   Calif,  Agr.  Expt.  Sta.  C. 
351,48  p.,  lllus.   Ref.    May  1942.    100  C12S 
Plans,  specifications,  and  costs. 

IDAHO,  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE, EXTENSION  SERV.   Attic  ventilation  and  evapo- 
rating coolers.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrlf. 
Prog,  [7]  2  p„  lllus,    July  1940.    275.29  Idlelr 
Using  an  electric  fan. 

STOVER,  H.  E.  The  attic  fan  for  home  cooling. 
Kans.  State  Col.  Agr.  Ext.  Rur.  Electrlf.  8,4  p.,  lllus. 
Apr. 1949.    275.29  K13En 

THORNBURG,  M,  L.,  and  THORNBURG,  P.  M. 
Cooling  for  the  Arizona  home.    Ariz.  Agr.  Col.  Ext,  C. 
105,31  p.,  lllus.    May  1939.    275.29  Ar42 

Gives  details  regarding  night  cooling,  direct  evapora- 
tion. Indirect  evaporation,  well  water,  and  mechanical 
refrigeration,  all  making  use  of  electricity. 


BEEKEEPING  EQUIPMENT 

SCULLEN,  H.  A.    Beekeeping  in  Oregon.   Oreg. 
State  Col.  Ext.  B.  622,35  p.,  lllus.    Apr. 1943. 
275.29  Or32B 

Gives  an  illustration  and  brief  comment  dealing  with  a 
simple  form  of  electric  imbedder. 

BIRD  SCARERS 

IMLER,  R.  H,   Electric  beacons  used  to  frighten 
wild  ducks  from  grainfields,    U,  S.  Fish  &  Wildlife 
Serv.  Wildlife  L,  256,5  p„  lllus.    June  1944.    1.9  B524W 

BROODERS  AND  HOVERS  -  GENERAL 

BERESFORD,  H.    Homemade  electric  brooders. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrlf.  Prog.  [31:1-2,  lllus. 
Mar.  1940.    275.29  Idl3Ir 

BLAUSER,  I.  P.    Electric  brooders.   Ohio.  Agr. 
Col.  Ext,  R.  E,  10,1  p.,  lllus.    1940?    275.29  Oh32Rec 

BLAUSER,  I.  P.    Electric  lamp  brooder,   Ohio. 
Agr.  Col.  Ext,  R,  E.  C.  46,1  p.,  lllus.    1943? 
275,29  OH32Rec 

CALIFORNIA.  AGRICULTURAL  EXPERIMENT 
STATION.   An  emergency  homemade  electric  brooder, 
by  J.  R.  Tavernettl,  H.  L,  Belton,  and  V,  S,  Asmundson. 
Berkeley,  1944.    4  p.    47  C123E 

CHADWELL,  A.  J„  and  JOHNS,  M.  M.   Electricity 
for  brooding.    Tenn.  Agr.  Col.  Ext.  Spec.  C.  101,4  p., 
lllus,    Jan,1939,    275.29  T25C 

DEARING,  H.  W.,  JR.,  and  CHAMBERS,  E.  H.    An 
all-purpose  electric  brooder.   Ala.  Polytech.  Inst.  Ext. 
C.  239,10  p.,  lllus.    Jan.1943.    275.29  ALIC 
Plan  and  specifications. 

HIENTON,  T.  E.   Electric  brooders  on  Indiana 
farms.   Infl.  Agr.  Expt.  Sta.  C,  187,rev.,4  p.,  lllus. 
Jan.1936.    100  In2P 

HINDS,  H.  B.,  and  ROWE,  C.  F.    Construction  of 
an  electric  brooder.   Ariz.  Agr.  Col.  Ext.  Folder  W-17, 
6  p.,  lllus,    Feb.1943.    275.29  Ar42Ext 


BROODERS  AND  HOVERS  -  GENERAL— Continued. 

HOFF,  P,  R.   Home-built  electric  brooders.   N.  Y. 
Agr.  Col.  Cornell  Ext.  B.  552,4  p.,  lUus.   Dec. 1942. 
275.29  N48E 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Electric  brooders  boost  pro- 
duction, pigs,  lambs,  chickens.    Idaho.  Agr.  Col,  Ext. 
Rur.  Electrlf.  Ext.  L.  38,2  p.,  lUus.    Feb. 1943. 
275  29  Idl3Ir 

JUNNILA,  W.  A.,  and  MCDONALD,  H.  G.    Electric 
pig  and  lamb  brooders.   Wash.  Agr.  Expt.  Sta.  Pop.  B. 
160,8  p.,  lUus.    Jan.1941.    100  W27E 
Designs  and  specifications  for  each. 

KENNARD,  D.  C,  and  CHAMBERLIN,  V.  D.    New 
electric  lamp  brooder.   Ohio.  Agr.  Expt.  Sta.  Spec.  C. 
63.7  p.,  lUus.    Jan. 1942.    100  Oh3S 

PARRISH,  C.  F.,  and  JONES,  D.  E.  A  homemade 
electric  brooder.  N.  C.  Agr.  Col.  Ext.  Folder  57,4  p., 
iilus.    June  1942.    275.29  N811Ex 

PRICE,  F.  E.,  KIRK,  D.  E.,  and  COSBY,  H.  E. 
Home-made  electric  brooders.   Oreg.  Agr.  Expt.  Sta.  C. 
146,11  p.,  lllus.    Feb. 1943.    100  Or3 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.. TECH- 
NICAL STANDARDS  DIV.    Proposed  standardization  of 
electric  chick  brooders  and  pig  brooders,  based  upon  In- 
formation submitted  by  thirty-three  State  agricultural 
colleges  and  two  other  organizations,  compiled  by  J.  P. 
Schaenzer,  E.  C.  Meyer,  and  W.  F.  Ackerman.    St. 
Louis?  1943.    15  p.    1.933  P84 

YUNG,  F.  D.    A  lamp  heated  electric  brooder. 
Nebr.  Agr.  Expt.  Sta.  Agr.  Engin.  Prog.  Rpt.  9,11  p., 
lllus.    Feb.1942.    100  N27A 
Includes  design  and  specifications. 

YUNG,  F.  D.    Studies  of  insulated  electric 
brooders.   Nebr.  Agr.  Expt.  Sta.  Agr.  Engin.  Prog.  Rpt. 
8,11  p.,  lllus.    Jan.1941.    100  N27A 

BROODERS  AND  HOVERS  -  PIGS 

BLAUSER,  I.  P.    Electric  pig  brooder.    Ohio.  Agr. 

Col.  Ext.  R.  E.  C.  24,1  p.,  lllus.    1943?    275.29  Oh32Rec 

CARTER,  D.  G.    Labor-saving  hog  equipment.    HI. 

Agr.  Col.  Ext.  C.  554,rev.,16  p.    Jan. 1949.    275.29  IL62C 

Electric  pig  brooder  and  hover,  p.  11. 

CHUN,  E.  Y.,  and  GANTT,  P.  A.    Electric  pig 
brooders  save  baby  pigs.    Hawaii.  U.  Agr.  Ext.  C.  166, 
3  p.,  lllus.    Feb.1944.    275.29  H312Ac 
Design  and  specifications. 

CLEMSON  AGRICULTURAL  COLLEGE  OF 
SOUTH  CAROLINA.  EXTENSION  SERV.    Electric  pig 
brooder.    Clemson  Agr.  Col.  S.  C.  Ext.  Agr.  Engin.  L. 
62,1  p.,  iUus.    Jan. 1944.    275.29  So8Ae 
Design  and  specifications. 

DEROSE,  R.  L.    Electric  pig  brooders.    Nebr.  Agr. 
Col.  Ext.  C.  784,rev.,5  p.,  iUus.    Feb. 1949. 
275.29  N272EX 
Designs  and  specifications. 

ENSMINGER,  M.  E.,  and  others.    Swine  equipment. 
Wash.  State  Col.  Ext.  B.  309,15  p.,  lllus.    Mar. 1944. 
275  29  W27P 

E.' J.  Warwick,  L.  J.  Smith,  R.  N.  Miller,  and  W.  Tol- 
man,  joint  authors. 

Plans  for  the  construction  of  an  electric  pig  brooder 
are  Included. 

FORD,  H.  G.,  BROWDER,  W.  J.  R.,  and  WILLIAMS, 
C.  F.    Electric  pig  brooder.    Ark.  Agr.  Col.  Ext.  Plan 
Ser.  18,2  p.,  lllus.    May  1948.    275.29  Ar4Fo 
Design  and  specifications. 

FOSTER,  G.  H,,  and  VESTAL,  C,  M.  The  use  of 
electric  heat  in  the  farrowing  pens  of  young  pigs.  Ind. 
Agr.  Expt.  Sta.  B.  494,14  p.,  lllus.    Mar. 1944.    100  In2P 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    An  electric  pig  brooder. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrlf.  Prog.  [2], 2  p.,  lllus. 
Feb.1940.    275.29  Idl3Ir 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    More  pigs  with  electric 
brooders.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrlf.  Ext.  L. 
27,2  p.,  lllus.    Mar.  1,1942.    275.29  Idl3Ir 

LACEY,  J.  J.,  and  others.    Electric  pig  brooders. 
Wis.  Agr.  Col.  Ext.  Stencil  C.  218, rev. ,4  p.,  lllus. 
Mar. 1948.    275.29  W75B 

R.  H.  Gummer,  D.  H.  Williams,  and  H.  D.  Bruhn, 
joint  authors. 

NORTH  CAROLINA.  STATE  COLLEGE  OF  AGRI- 
CULTURE AND  ENGINEERING.  AGRICULTURAL  EX- 
TENSION SERV.    The  electric  pig  brooder.    N.  C.  Agr. 
Col.  Ext.  Folder  71,6  p.,  illus.    Oct. 1946.    275.29  N811Ex 
OLIVER,  A.  W.,  and  GRIEBELER,  W.  L.    An  elec- 
tric lamp-type  pig  brooder.    Oreg.  Agr.  Expt.  Sta.  C. 
135,rev.,4  p.,  lllus.    Mar. 1949.    100  Or3 


BROODERS  AND  HOVERS  -  PIGS— Continued. 

PROMERSBERGER,  W.  J.,  and  RUSSELL,  J.  C. 
Electric  pig  brooder.    N.  Dak.  Agr.  Col.  Ext.  C.  A.  E.  13, 
4  p.,  lllus.    Mar. 1945.    275.29  N812C 

SCHWAB,  J.  W.    Home-made  hog  equipment.    Pur- 
due U,  Agr.  Ext.  B.  199,rev.,12  p.,  illus.    1947. 
275.29  In2E 
Describes  three  types  of  brooders  using  electricity. 

TAVERNETTI,  J.  R.,  and  HUGHES,  E.  H.    Elec- 
tric pig  brooders.    Calif.  Agr.  Expt.  Sta.  B.  618,8  p., 
Ulus.    Dec. 1937.    100  C12S 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    The 
electric  pig  brooder;  make  It  yourself  and  make  money. 
Washington,  194- ?    4  p.,  illus.    1  R88M  [no.3] 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Elec- 
tric pig  brooders  easily  made  from  scrap  lumber.  Save 
feed  by  saving  pigs  I    Washington,  1944.    4  p.,  lllus. 
1  R88Ep 

U.  S.  RURAL  ELECTRIRCATION  ADMIN.    24  i 
more  hogs  in  1943;  hit  this  goal  with  your  homemade 
electric  pig  brooder.    Washington,  1943?   4  p.    1  R88L 
Design  and  specifications. 

VIRGINIA.  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Electric  pig  brooder.    Va. 
Polytec'h.  Inst.  Ext.  C.  472,2  p.,  illus.    1947? 
275.29  V81C 

VOLLRATH,  H.  Pork  production  in  Hawaii. 
Hawaii.  U.  Agr.  Ext.  B.  31, rev. ,60  p.,  lllus.  Ref. 
Oct. 1947.    275.29  H312E 

Refers  to  the  use  of  electric  light  bulbs  for  heating  a 
brooder  (p.  18). 

WITZ,  R.  L.  Electric  pig  brooders.  Mich.  State 
Col.  Ext.  B.  250,7  p.,  lllus.    Apr. 1945.    275.29  M58B 

BROODERS  AND  HOVERS  -  POULTRY 

ACKERMAN,  W.  T.,  and  others.    Electric  brooding 
of  chicks,  n.  Heat  requirements.    N.  H.  Agr.  Expt.  Sta. 
B.  303,31  p.    Mar. 1938.    100  N45 

T.  B.  Charles,  G.  M.  Foulkrod,  A.  E.  Tepper,  and  R.  C. 
Durgin,  joint  authors. 
Results  of  experiments. 

ANDERSON,  S.  A.    A  home-built  electric  chick 
brooder.    Purdue  U.  Agr.  Ext.  L.  240,4  p.,  illus.    Jan. 
1946.    275.29  In2L 
Design  and  specifications. 

BEANBLOSSOM,  F.  Z.,  and  HUNTER,  F.  M. 
Brood  healthy  chicks  with  electricity.    Miss.  State  Col. 
Ext.  B.  111,25  p.,  illus.    May  1940.    275.29  M68 

BENNETT,  H.  W.  Chick  selection  and  brooding. 
Ga.  Agr.  Col.  Ext.  B.  512, rev. ,12  p.,  lllus.  June  1946. 
275.29  G29B 

Discusses  briefly  the  merits  and  disadvantages  of 
electric  brooders  (p.  6-7). 

BENNION,  N.  L.    Brooding  and  rearing  turkeys. 
Oreg.  State  Col.  Ext.  B.  602, rev. ,31  p.,  illus.    Aug. 1947. 
275.29  Or32B 
Discusses  the  electric  brooder  (p.  9),  mentioning  use 
of  supplemental  heat  In  the  room  to  overcome  too  great 
temperature  contrasts. 

BERESFORD,  H.    More  chicks  -  more  eggs.    Idaho. 
Agr.  Col.  Ext.  Rur.  Electrlf.  Ext.  L.  28,2  p.,  lllus. 
Apr. 1,1942.    275.29  Idl3Ir 
Describes  electric  brooders  and  hovers. 

BRUCKNER,  J.  H.,  and  HOFF,  P.  R.    Brooding 
chicks  under  electric  hovers.    N.  Y.  Agr.  Col.  Cornell 
Ext.  B.366,rev.,20  p.,  lllus.    Mar. 1942.    275.29  N48E 

CALLENBACH,  E.  W.,  NICHOLAS,  J.  E.,  and 
MURPHY,  R.  R.    Electric  brooding  under  winter  condi- 
tions.   Pa.  Agr.  Expt.  Sta.  B.  416,28  p.,  lllus.    Nov. 1941, 
100  P381 

CALLENBACH,  E.  W.,  NICHOLAS,  J.  E„  and 
MARGOLF,  P.  H.    Poultry  brooding  systems.    Pa.  Agr. 
Expt.  Sta.  B.  340,40  p.,  illus.    Ref.    Mar. 1937.    100  P381 
Experiments  with  various  types  of  brooders,  including 
electric.  Consumption  of  electricity  is  given  on  p.  25. 

CLEMSON  AGRICULTURAL  COLLEGE  OF  SOUTH 
CAROLINA.  EXTENSION  SERV.    Wartime  electric 
brooder  (50  chick-size).    Clemson  Agr.  Col.  S.  C.  Ext. 
Agr.  Engin.  L.  60,2  p.,  illus.    Mar. 1943.    275.29  So8Ae 
Design  and  specifications. 

COOKE,  C.    Brooder  houses.    Minn.  U.  Agr.  Ext. 
B.  198, rev. ,12  p.,  illus.    June  1943.    275.29  M66S 
Mentions  use  of  electric  brooders. 

CUSHMAN,  H.  E.    Poultry  equipment.    Mont.  State 
Col.  Ext.  B.  250,29  p.,  illus.    Mar. 1948.    275.29  M76C 
Electric  brooder  design  and  specifications  (p.  3-4). 
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DOBIE,  J.  B.  Wartime  iron  wire  poultry  brooders. 
Wash.  Agr.  Expt.  Sta.  Pop.  B.  169,15  p„  illus.  Feb.1943. 
100  W27E 

Deals  with  the  iron  wire,  radiant-heat  type  of  element, 
producing  heat  of  low  intensity.  Designs  and  specifi- 
cations. 

GANNON,  A.    Commercial  broiler  production  in 
Georgia.    Ga.  Agr.  Col.  Ext.  B.  553,12  p.    June  1949. 
275.29  G29B 

Electric  brooders  were  not  satisfactory.  Electric 
hovers  are  sometimes  used. 

GEORGIA.  STATE  COLLEGE  OF  AGRICULTURE. 
POULTRY  HUSBANDRY  AND  AGRICULTURAL  ENGI- 
NEERING DEPT.    Homemade  brooding  unit.   Ga.  Agr. 
Col.  Ext.  C.  481, rev. ,3  p.,  illus.    Mar. 1943. 
275.29  G29C 
Plans  and  specifications,  including  electric  heating. 
GOODING,  P.  H.    An  inexpensive  homemade 
brooder.    Clemson  Agr.  Col.  S.  C.  Ext.  C.  178,8  p.,  illus. 
Dec. 1939.    275.29  So8E 
Electric  heating  suggested  (p.  6). 

GOODING,  P.  H.,  and  PHAGAN,  C.  V.    Outdoor 
brooders,  lamp  and  electric.    Clemson  Agr.  Col.  S.  C. 
Ext.  C.  241,8  p.,  illus.    July  1943.    275.29  So8E 

Includes  design  and  specifications  for  electric  poultry 
brooders. 

GRANGER,  R.  H.,  and  BUGBEE,  R.  J.  Homemade 
electric  brooders.  Vt.  Agr.  Col.  Ext.  Brieflet  663, rev., 
4  p.,  illus.    Feb.1944.    275.29  V59E 

HARPER,  J.  A.,  and  BENNION,  N.  L.    Chick 
brooding  and  rearing.    Oreg.  State  Col.  Ext.  B.  627,23  p., 
illus.    Jan.1944.    275.29  Or32B 
Electric  brooders  (p.  6-8). 

HENDERSON,  D.  C.    Homemade  equipment  for 
chick  raising.    Vt.  Agr.  Col.  Ext.  C.  101,11  p.,  illus. 
Feb.1940.    275.29  V59C 
Describes  construction  of  an  electric  brooder. 

HUMPHREY,  J.  E.,  and  KELLEY,  J.  B.    Brooding 
chicks— from  building  the  brooder  house  to  feeding  the 
pullets  on  summer  range.    Ky.  Agr.  Col.  Ext.  C.  157, 
rev., 24  p.    Feb.1949.    275.29  K41 5 
Describes  an  electric  stove  (p.  14-15). 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    More  eggs  in  the  basket. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  50,2  p., 
illus.    Feb.1944.  275.29  IdleIr 
Suggests  use  of  electric  brooding  equipment. 

ITSCHNER,  E.  T.,  CLARK,  M.  W.,  and  ROHDE, 
C.  E.  Combination  brooder  and  range  shelter  for  the 
family  poultry  flock.  Mo.  Agr.  Col.  Ext.  C.  446,8  p., 
illus.    Mar. 1942.    275.29  M69C 

Designs  and  specifications,  Including  provision  for 
heating  with  electricity. 

IVES,  N.  C.    Brooding  with  electric  hovers.    Minn. 
U.  Agr.  Ext.  Agr.  Engin.  News  111,1  p.,  illus.    June  15, 
1941.    275.29  M66Ag 

JOHNS,  M.  M.,  and  CHADWELL,  A.  J.    Electric 
brooders  for  raising  chicks  and  poults.    Tenn.  Agr.  Col. 
Ext.  P.  257,11  p.,  illus.    Jan. 1942.    275.29  T25 

JONES,  M.  M.,  and  ROHDE,  C.  E.    A  homemade 
electric  brooder.    Mo.  Agr.  Col.  Ext.  C.  486,4  p.,  illus. 
Feb.1943.    275.29  M69C 

JULL,  M.  A.,  and  LEE,  A.  R.    Incubation  and 
brooding  of  chickens.    U.  S.  D.  A.  Farmers'  B.  1538, rev., 
26  p.,  illus.    Sept. 1946.    1  Ag84F 
Use  of  electric  brooders  is  mentioned  (p.  16-17). 
KENNARD,  D.  C,  CHAMBERLAIN,  V.  D.,  and 
FERGUSON,  C.  M.    Home  made  electric  lamp  brooder. 
Ohio.  Agr.  Col.  Ext.  B.  238,4  p.,  illus.    Feb.1943. 
275.29  Oh32 

KIRK,  D.  E.    Home-built  electric  brooders.    Oreg. 
Agr.  Expt.  Sta.  B.  478,8  p.,  illus.    Apr. 1950.    100  Or3 
MEHRHOF,  N.  R.,  and  O'STEEN,  A.  W.    Raising 
chicks,  broilers  and  pullets.    Fla.  Agr.  Col.  Ext.  B.  128, 
40  p.,  illus.    Jan.1946.    275.29  F66 

Briefly  describes  electric  brooders  (p.  20),  electrically 
heated  battery  brooders  (p.  26),  and  electric  fan  ventila- 
tion of  the  battery  house  (p.  26). 

MOORE,  S.  A.,  BENTLEY,  M.-R.,  and  MONTFORT, 
P.  T.    Homemade  electric  brooders.    Tex.  Agr.  Col.  Ext. 
C.  195,  8  p.-folder,  illus.    Oct.1945.    275.29  T312C 
Design  and  specifications. 

MOORE,  S.  A.    The  homemade  lamp  brooder.    Ark. 
Agr.  Col.  Ext.  L.  54,2  p.,  illus.    1943.    275.29  Ar4Le 

NEWLON,  W.  E.,  and  ASMUNDSON,  V.  S.    Brooding 
and  rearing  chickens.    Calif.  Agr.  Col.  Ext.  C.  127,56  p., 
illus.    Apr. 1943.    275.29  C12C 

Electric  brooders,  p.  13-16.  Also  mentions  electric 
heating  and  ventilating  in  battery  brooding. 


OLSON,  E.  A.   An  electric  chick  brooder.   Nebr. 
Agr.  Col.  Ext.  C.  771,12  p.,  illus.    Feb.1940. 
275  29  N272Ex 

POLLARD,  W.  S.,  and  BROWDER,  W.  J.  R.    Elec- 
tric chick  or  poult  brooder.   Ark.  Agr.  Col.  Ext.  Plan 
Ser.  19,8  p.-folder,  illus.    Mar.1949.    275.29  Ar4Fo 
Design  and  specifications. 

POLLARD,  W.  S.   Outdoor  electric  brooder.    Ark. 
Agr.  Col.  Ext.  Plan  Ser.  16,8  p.-folder.    Jan. 1948. 
275.29  Ar4Fo 
Design  and  specifications. 

RICHARDSON,  H.  L.,  and  MUMFORD,  C.  W.    Elec- 
tric brooders.    Del.  U.  Agr.  Ext.  B.  28,8  p.,  illus. 
Nov.1938.    275.29  D37 

SMITH,  E.  H.    Homemade  electric  brooders.   Kans. 
State  Col.  Agr.  Ext.  C.  172,4  p.-folder,  illus.    Apr. 1944. 
275.29  K13EX 
Gives  2  plans  for  hovers  and  2  plans  for  brooders. 
STEWART,  G.  H.    Homemade  electric  brooder. 
Clemson  Agr.  Col.  S.  C.  Ext.  C.  323,6  p.-folder,  illus. 
Jan.1949.    275.29  So8E 
Design  and  specifications. 

SWINK,  E.  T.    Tests  of  chick  brooders.    Va.  Agr. 
Expt.  Sta.  B.  306,16  p.,  illus.    Nov. 1936.    100  V81S 
Includes  tests  of  electric  brooders. 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV.  OF  EXTENSION.    Home-made  electric 
brooder.    Tenn.  Agr.  Col.  Ext.  L.  8,2  p.,  illus.    Dec. 1941. 
275.29  T25L 

TOWER,  B.  A.    A  homemade  starting  and  growing 
battery  brooder.    Hawaii.  U.  Agr.  Ext.  C.  22,13  p.,  illus. 
Dec. 1939.    275.29  H312Ac 
Suggests  use  of  ruby  light  to  prevent  cannibalism. 
TOWER,  B.  A.    A  wire-floored  electric  light 
brooder  for  25  chicks.    Hawaii.  U.  Agr.  Ext.  C.  19,5  p., 
illus.    Nov.1939.    275.29  H312Ac 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    A  cam- 
paign plan  for  more  electric  brooders  in  your  own  com- 
munity.   Washington,  193- ?    59  p.    1.933  C15 

Specification  approved  by  REA  for  hover  type  electric 
poultry  brooders  (p.  20-29). 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    For 
successful  chick  brooding. ..a  home-made  electric  brood- 
er.   St.  Louis,  1944.    2  p.,  illus.    1  R88F0 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Make  it 
yourself  and  make  money;  the  electric  chick  brooder. 
Washington?  194- ?    8  p.-folder,  illus.    1  R88M  jno.ll 

VIRGINIA.  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Electric  chick  brooders. 
Va.  Polytech.  Inst.  Ext.  C.  452,4  p.,  illus.    1947? 
275.29  V81C 

WASHINGTON.  STATE  COLLEGE.  EXTENSION 
SERV.    Brooding  and  brooding  equipment  for  chicks. 
Wash.  State  Col.  Ext.  Poultry  Pointers  22, rev. ,8  p., 
illus.    Feb.1947.    275.29  W27Pou 

Mentions  (p.  2)  electric  brooders,  the  fan  ventilated 
type  and  the  radiant-heat  type,  as  being  widely  used. 
WASHINGTON.  STATE  COLLEGE.  POULTRY 
COUNCIL.    Turkey  brooding  and  rearing  equipment. 
Wash.  State  Col.  Ext.  Poultry  Pointers  16, rev. 8  p.,  illus. 
June  1948.    275.29  W27Pou 
Electric  brooders  are  mentioned. 

WIANT,  D.  E.,  and  DAVIDSON,  J.  A.    Electric 
chick  brooder  operation.    Mich.  State  Col.  Agr.  Ext.  B. 
237,8  p.,  illus.    Mar. 1942.    275.29  M58B 

WINNER,  E.  B.,  RICKETTS,  R.  L.,  and  HUFF, 
K.  B.    Homemade  poultry  equipment.    M.  Agr.  Col.  Ext. 
C.  531,16  p.,  illus.    July  1946.    275.29  M69C 
Includes  plan  and  specifications  for  an  electric  brooder. 
WITZ,  R.  L.,  WIANT,  D.  E.,  and  DAVIDSON,  J.  A. 
Electric  lamp  chick  brooder.    Mich.  State  Col.  Ext.  B. 
268,4  p.,  illus.    Apr. 1945.    275.29  M58B 

WRIGHT,  F.  B.,  and  BRUCKNER,  J.  H.    A  chick 
brooder;  Cornell  lamp  type,  model  C.    N.  Y.  Agr.  Col. 
Cornell  Ext.  B.  695,8  p.-folder.,  illus.    Mar. 1946. 
275.29  N48E 
Design  and  specifications. 

YOUNG,  E.  R.    Homemade  electric  lamp  brooder. 
Ky.  Agr.  Col.  Ext.  Mimeog.  A. -118,2  p.,  illus.    Feb.1944. 
275.29  K415Am 
Design  and  specifications. 

YUNG,  F.  D.,  and  MUSSEHL,  F.  E.    Electric  chick 
brooding  studies.    Nebr.  Agr.  Expt.  Sta.  C.  80,19  p., 
illus.    Mar.  194 5.    100  N27 

YUNG,  F.  D.,  and  LOPER,  R.  M.    Outdoor  electric 
chick  brooder  for  small  flocks.    Nebr.  Agr.  Col.  Ext.  C. 
729,14  p.,  illus.    Apr. 1943.    275.29  N272Ex 
Illustrated  in  gr'eat  detail. 


BURGLAR  ALARMS 


COTTON -GINNING  EQUIPMENT--Contlnued. 


COLBY,  H.  N.    Burglar  proofing  the  farm.    N.  H. 
Agr.  Col.  Ext.  C.  171,15  p.,  illus.    June  1935. 
275.29  N45C 

CHURNS 

VIRGINIA.  AGRICULTURAL  AND  MECHANICAL 
COLLEGE  AND  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  DIV.    Assembling  a  portable  motor 
unit  for  a  barrel  type  churn.    Va.  Agr.  Col.  Ext.  A   E 
114,2  p.,  illus.    194- ?    275.29  V814 

COFFEE  MAKERS 

POTTER,  P.  B.,  and  FULLER,  A.  H.    Coffee- 
making  equipment.    Va.  Agr.  Expt.  Sta.  B.  367,30  p., 
illus.    Feb.1945.    100  V81S 
Includes  tests  of  electric  equipment. 

COOKING  EQUIPMENT 

BEALL,  T.    Use  and  care  of  the  electric  roaster 
and  the  electric  hot  plate.    Ohio.  Agr.  Col.  Ext.  R.  E.  C. 
40,1  p.,  illus.    1943?    275.29  Oh32Rec 

MONROE,  M.  M.,  and  COBB,  E.  M.    Equipment  for 
electrical  cookery.    Maine.  Agr.  Col.  Ext.  B.  293,30  p., 
illus.    June  1941.    275.29  M281B 

Covers  estimation  of  cost,  selection  and  management  of 
electric  range;  also  combination  of  wood  or  coal  and  elec- 
tric range;  hotplate,  roaster,  and  portable  oven. 

POTTER,  P.  B.,  BASS,  F.  H.,  and  BEANE,  S.  M. 
Development  of  low-cost  electric  cooking  equipment. 
Va.  Agr.  Expt.  Sta.  B.  310,35  p.,  illus.    Oct. 1937. 
100  V81S 

REDFIELD,  G.  M.    A  study  of  ovens  used  for  do- 
mestic cooking  purposes.    Ind.  Agr.  Expt.  Sta.  B.  416, 
20  p.,  illus.    Dec. 1936.    100  In2P 
Includes  electric  ovens. 

SATER,  L.  E.    Passing  an  alternating  electric  cur- 
rent through  food  and  fruit  juices.    Iowa.  Agr.  Expt.  Sta. 
Res.  B.  181:274-312,  illus.    Ref.  Mar.1935.    100  Io9 

Design  and  construction  of  apparatus;  tests  for  cooking 
fruits,  vegetables,  and  meats;  sterilization  in  canning 
fruits,  fruit  juices,  and  vegetables;  lethal  effect  on  bac- 
teria of  60-cycle  alternating  current. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Electric 
cooking  equipment.    Rev.    Washington,  1950.    6  p. 
1.933  EL29 

Points  to  be  considered  in  selection,  use  and  care  of 
hotplates,  roasters,  and  ranges. 

CORDS 

BEALL,  T.    Electric  cords.    Ohio  Agr.  Col.  Ext. 
R.  E.  C.  27,1  p.,  illus.    1943?    275.29  Oh32Rec 

BERRY,  V.  E.    Care  and  repair  of  electric 
appliance  cords.    Purdue  U.  Agr.  Ext.  L.  246,8  p. -folder, 
illus.    1943.    275.29  In2L 

BROOKS,  C.  P.,  and  GRANGER,  R.  H.    Care  and 
repair  of  electrical  appliance  cords.    Vt.  Agr.  Col.  Ext. 
Brieflet  651,6  p.,  illus.    Dec. 1942.    275.29  V59E 

CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Making  small  elec- 
trical repairs,  by  G.  E.  Stratton.    Rev.  Storrs,  1942. 
7  p.,  illus.    275.2  C76Mak 
Cords  3.nd  sockets 

HARRINGTON,  W.  C.    Electric  cords.    Mass.  State 
Col.  Ext.  Engin.  Ext.  Ser.  70,1  p.    Oct. 1938. 
275.29  M381En 
Lists  types  of  cords. 

MORTON,  F.  E.    Care  and  repair  of  electric  cords. 
Pa.  State  Col.  Agr.  Ext.  L.  104,4  p.,  illus.    Jan. 1944. 
275.29  P38L 

STEWART,  G.  H.    Extension  cords  care  &  repair. 
Clemson  Agr.  Col.  S.  C.  Ext.  C.  321,16  p.,  illus. 
Jan. 1949.    275.29  So8E 

U.  S.  BUR.  OF  HUMAN  NUTRITION  AND  HOME 
ECONOMICS.    How  to  make  your  electric  cords  last 
longer.    U.  S.  D.  A.  AWI-20,8  p. -folder,  illus.    Mar. 1943. 
1  Ag84Aw 

COTTON-GINNING  EQUIPMENT 

BENNETT,  C.  A.,  HARMOND,  J.  E.,  and  SHAW, 
C.  S.    Standard-density  cotton-gin  presses.    U.  S.  D.  A. 
C.  733,16  p.    Aug.1945.    1  Ag84C 

Table  1  shows  KWH  consumed  in  pressing  bales  of 
specified  weights  in  press-boxes  of  specified  dimensions. 


BENNETT,  C.  A.,  and  GERDES,  F.  L.    Unloadlng- 
fan  Improvements  for  increased  efficiency  in  cotton 
ginning.    U.  S.  Bur.  Agr.  Chem.  &  Engin.  ACE  94,5  p., 
illus.    Mar. 1941.    1.932  A2Ag8 

U.  S.  Agricultural  Marketing  Service  cooperating. 

Power  requirement  are  given. 

STEPP,  J.  M.  Cotton  ginning  equipment  and  its 
utilization  in  South  Carolina.  S.  C.  Agr.  Expt.  Sta.  B. 
362,43  p.    Sept. 1945.    100  So8 

About  half  the  gins  use  electric  power  (p.  14,  27-28). 

CREAMERIES 

CAMBURN,  O.  M.    Electrical  power  usage  in 
Vermont  cooperative  creameries.    Vt.  Agr.  Expt.  Sta.  B. 
388,8  p.    May  1935.    100  V59 

RODGERS,  J.  B.,  and  others.    Distribution  and 
costs  of  steam,  electrical  power,  and  labor  in  represen- 
tative Idaho  creameries.    Idaho.  Agr.  Expt.  Sta.  Res.  B. 
12,35  p.,  illus.    Ref.    Dec. 1936.    100  Idl 

D.  R.  Theophilus,  H.  Beresford,  and  J.  L.  Barnhart, 
joint  authors. 

DAIRY  EQUIPMENT 

BENDDCEN,  H.  A.,  and  SMITH,  L.  J.  Approved 
Washington  milking  parlors.  Wash.  State  Col.  Ext.  B. 
410,32  p.,  illus.    Feb.1950.    275.29  W27P 

Electricity  for  lighting,  fans  for  ventilation  and  for  air 
columns  as  fly  prevention,  electrical  outlets  and  wiring 
(p.  15-18). 

BERESFORD,  H.,  and  others.    Farm  dairy  struc- 
tures.   Idaho.  Agr.  Col.  Ext.  B.  118, rev. ,28  p.,  illus. 
June  1944.    275.29  Idl3 

D.  R.  Theophilus,  K.  R.  Frost,  D.  L.  Fourt,  and  G.  C. 
Anderson,  joint  authors. 

Size  and  location  of  electric  lights  are  recommended, 
and  a  diagram  for  an  electric  steam  accumulator  is 
given. 

BLAUSER,  I.  P.    Electricity  on  the  dairy  farm. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  75,1  p.,  illus.    1944? 
275.29  Oh32Rec 
Lists  various  types  of  equipment. 

BLAUSER,  I.  P.    Milking  parlors.    Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  69,1  p.,  illus.    1944?    275.29  Oh32Rec 
Describes  convenient  type  of  system  due  to  use  of 
electricity. 

CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Saving  labor  on 
dairy  farms,  by  J.  S.  Owens,  H.  E.  Pinches,  A.  R. 
Merrill,  A.  I.  Mann,  and  P.  L.  Putnam.    Storrs?  194- ? 
8  p. -folder,  illus.    275.2  C76Sa 

Suggests  use  of  milki,ng  machines  and  better  electric 
lights. 

FORTH,  M.  W.    For  easier  darrying,  switch  to 
electricity;  mechanical  barn  cleaners.    111.  Agr.  Col.  Ext. 
AEng.  593,4  p.    Jan. 24, 1949.    275.29  IL62Pa 

GARVER,  H.  L.    Electricity  in  the  production  of 
quality  milk.    U.  S.  Bur.  Agr.  Chem.  &  Engin.  ACE-4, 
11  p.    1939.    1.932  A2G8 
Address  at  Athens,  Ga.,  Aug.  8,  1939. 
Mentions  pasture  irrigation,  electric  fences,  feed 
grinders  and  mixers,  water  systems,  milking  machines, 
coolers,  and  sterilizers. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL 
TURE.  EXTENSION  SERV.    Cows  and  kilowatts;  how  can 
electricity  fit  into  the  dairy  industry  committee  pro- 
gram?   Idaho.  Agr.  Col.  Ext.  Rur-.  Electrif.  Ext.  L.  74, 
2  p.,  illus.    Feb.1946.    275.29  Idl3Ir 

Includes  plan  for  an  electric  gutter  cleaner  and  de- 
scribes use  of  ultraviolet  light  for  sterilizing  milk  cans. 

IDAHO.  UNIVEEISITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Electricity  serves  the  dairy 
farmer.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  [141, 
2  p.,  illus.    Feb. 1941.    275.29  Idl3Ir 
Includes  description  of  the  electric  steam  accumulator. 
IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Kilowatts  for  clean  milk. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  26,2  p.,  illus. 
Feb.1,1942.    275.29  IdlSIr 

Describes  the  electro-pail,  the  Idaho  hot  water  heater, 
and  the  steam  accumulator. 

NELSON,  D.  H.,  and  JACK,  E.  L.    Testing  milk  and 
cream.    Calif.  Agr.  Expt.  Sta.  C.  340,rev.,16  p.,  illus. 
Dec. 1949.    100  C12S 

Describes  the  centrifuge,  mentioning  three  types,  hand, 
electric,  and  steam,  and  including  an  illustration  showing 
them  (p.  6-8). 


DAIRY  EQUIPMENT— Continued. 

U   S.  RURAL  ELECTRIFICATION  ADMIN.    Milk.a 
vital  division  in  the  battle  of  food.   Washington,  1942? 
4  p.    1  R88Mi 
Mentions  electrical  equipment  needed  in  milk 

production. ,, 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    More 
power  to  your  dairying.    St.  Louis,  Mo.,  194-"?   4  p., 
illus.    1  R88M0 
Electric  dairy  equipment. 

WECKEL,  K.  G.,  and  JACKSON,  H.  C.  The  irra- 
diation of  milk.  Wis.  Agr.  Expt.  Sta.  Res.  B.  136,55  p., 
illus.   Ref.    Mar. 1939.    100  W75 

Describes  method  and  means,  using  electricity,  for 
adding  artificially  more  vitamin  D  to  milk. 

DAIRY  EQUIPMENT  -  STERILIZERS 

PENNSYLVANIA  JOINT  COMMITTEE  ON  RUflAL 
ELECTRIFICATION.    Electric  dairy  sterilizers. 
Harrisburg,  1935.    4  p.,  illus.   Ref.    335  P382P 

SWINK,  E.  T.  Electric  equipment  for  the  bacteri- 
cidal treatment  of  dairy  utensils.  Va.  Agr.  Col.  Ext.  B. 
147,15  p.,  illus.   Ref.    Nov. 1939.    275.29  V81B 

TAVERNETTI,  J.  R.,  and  MCINTIRE,  K.  F.   Elec- 
trical sterilizing  equipment  for  farm  dairies.    Calif.  Agr. 
Expt.  Sta.  B.  650,28  p.,  illus.    June  1941.    100  C12S 
Includes  costs.  „ 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Bac- 
teria cost  dairymen  millions  of  dollars  yearly.   Washing- 
ton? 194- ?    4  p.,  illus.    1.933  B13 

Suggests  electric  water  heaters  and  electric  sterilizers 
for  milking  equipment. 

DE BEAKERS 

BICE,  C.  M.  Electric  debeaking  of  poultry. 
Hawaii.  U.  Agr.  Ext.  B.  42,6  p.,  illus.  Apr. 1946. 
275.29  H312E 

CALIFORNIA.  AGRICULTURAL  EXPERIMENT 
STATION.   Debeaking  poultry,  by  W.  E.  Newlon  and  J.  R. 
Tavernetti.    Berkeley,  1946.    3  p.,  illus.    47  C123D 
Describes  an  electric  debeaker. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.  Electric  debeaker  proves 
worth  in  poultry  program.  Idaho.  Agr.  Col.  Ext.  Rur. 
Electrif.  Ext.  L.  69,2  p.,  illus.    Sept.1945.    275.29  Idl3Ir 

DEHYDRATORS 

ARKANSAS.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. EXTENSION  SERV.    How  to  dehydrate  food 
at  home.    Ark.  Agr.  Col.  Ext.  Misc.  P.  5,16  p. -folder. 
194- ?    275.29  Ar4Mi 
Gives  diagram  of  an  electric  home  dehydrator. 

BEDFORD,  C.  L.,  DOBIE,  J.  B.,  and  SMITH,  L.  J. 
Home  drying  of  fruits  and  vegetables  with  the  W.  S.  C. 
dehydrator.   Wash.  Agr.  Expt.  Sta.  Pop.  B.  172,20  p., 
illus.    June  1943.    100  W27E 

Includes  plans  and  specifications  for  the  dehydrator, 
which  is  heated  by  electricity. 

BERESFORD,  H.    Building  a  home  dehydrator. 
Idaho.  Agr.  Col.  Ext.  War  C.  22,4  p.,  illus.    1943? 
275.29  Idl3Wa 
Includes  description  of  an  electric  dehydrator. 

BLAUSER,  I.  P.    Electric  dehydrator.   Ohio.  Agr. 
Col.  Ext.  R.  E.  C.  52,1  p.,  illus.    1943?    275.29  Oh32Rec 
BUTTRILL,  M.  W.,  and  RIDOUT,  W.  J.,  JR.    Home 
dehydration.    Clemson  Agr.  Col.  S.  C.  Ext.  C.  243,16  p., 
illus.    June  1943.    275.29  SoBE 

Includes  design  and  specifications  for  an  electric 
dehydrator. 

CALIFORNIA.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. AGRICULTURAL  EXTENSION  SERV,    Con- 
struction and  operation  of  home  food  dehydrators,  by 
M.  H.  Kimball.    Los  Angeles,  1943?    6  p.,  illus. 
275.2  C12Cdh 

Suggests  the  use  of  electric  heaters  and  motors  for 
operating  dehydrators. 

CALIFORNIA.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. AGRICULTURAL  EXTENSION  SERV.    Con- 
struction and  operation  of  large  capacity  home  food  de- 
hydrator, by  M.  H.  Kimball.    Los  Angeles,  1943? 
6  p.    275.2  C12CdL 

Electric  heat  is  impractical  but  electric  motors  are 
needed. 


DEHYDRATORS— Continued. 

CARL,  F,  L„  and  CLARK,  M.    Homemade  driers 
for  fruit  and  vegetables.    Mo.  Agr.  Col.  Ext.  C.  496, 
4  p.,  illus.    Sept.1943.    275.29  M69C 

Includes  plan  and  specifications  for  an  electric  de- 
hydrator. 

CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  EXTENSION  SERV.    Home  dehydration, 
by  A.  M.  Porter.   Storrs,  1943?    8  p.-folder. 
275.2  C76Hd 

Prepared  at  the  suggestion  of  the  Connecticut  War 
Council. 

Describes  an  electric  dehydrator  constructed  on  the 
Nebraska  or  Tennessee  Plan. 

CORNELL  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Cornell  food  dehydrator, 
type  C,  by  F,  B.  Wright,   Ithaca,  N,  Y.,  1943?   4  p.,  illus, 
275.2  N482CO 
Design  and  specifications. 

DAVIS,  S.  G.,  ESSELEN,  W.  B.,  JR.,  and 
GRIFFITHS,  F.  P.   Home  dehydration  of  vegetables. 
Mass.  Agr.  Expt.  Sta.  B.  404,24  p.,  illus.    Apr.  194 3. 
100  M38H 
Includes  plans  for  construction  of  equipment. 
Electric  heaters  are  suggested. 

DOBIE,  J,,  and  MILLER,  R.  N.    Building  a  home 
fruit  and  vegetable  drier.   Wash.  State  Col.  Ext.  B.  311, 
16  p„  illus.    June  1944.    275.29  W27P 
Specifications  for  an  electric  drier  are  included. 

GEORGIA.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    How  to  dehydrate  food  at 
home.   Ga.  Agr.  Col.  Ext.  C.  310,16  p.-folder,  illus. 
Apr. 1943.    275.29  G29C 

Design  and  specifications  showing  electric  light  bulbs 
and  pedestal  fan. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Home  dehydration  of  fruits 
and  vegetables.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext. 
L.  42,4  p.,  illus.    June  1943.    275.29  Idl3Ir 

Plans  for  dehydrators  using  electric  light  bulbs  or  hot- 
plates. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Home  drying  of  fruits  and 
vegetables.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L. 
30,4  p.,  illus.    June  1,1942.    275.29  Idl3Ir 
How  to  construct  an  electric  drying  cabinet. 

ILLINOIS.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. DEPT.  OF  AGRICULTURAL  ENGINEERING. 
A  homemade  food  dehydrator.    111.  Agr.  Col.  Ext.  C.  556, 
4  p.,  illus.    May  1943.    275.29  IL62C 

Heat  is  supplied  by  nine  150-watt  light  bulbs  and  an 
electric  fan  circulates  the  air  across  them.  Includes 
several  drawings  with  specifications. 

KRUEGER,  W.  C.    Food  preservation  by  drying. 
N.  J,  Agr.  Expt.  Sta.  C.  463,16  p.,  illus.    June  1943. 
100  N46S 

Describes  construction  of  electrically  heated  dehydra- 
tor units  (p.  11-13). 

LOPER,  R.  M.,  and  DOREMUS,  M.    Homemade 
food  driers,  their  construction  and  use.    Nebr.  Agr.  Col. 
Ext.  C.  709,20  p.,  illus.    Apr. 1943.    275.29  N272Ex 
Electric  type  artificial  heat  drier  (p.  11-15). 

NORTH  CAROLINA.  STATE  COLLEGE  OF  AGRI- 
CULTURE AND  ENGINEERING.  EXTENSION  SERV.    How 
to  dehydrate  food  at  home.   N.  C.  Agr.  Col.  Ext.  C.  266, 
16  p.-folder,  illus.    1943?    275.29  N811 

Includes  design  and  specifications  of  an  electric 
dehydrator. 

OHIO,  STATE  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE, EXTENSION  SERV,    Construction  and  use  of 
electrical  dehydrator,  by  I.  P.  Blauser  and  W.  A.  Junnila. 
Columbus?  1943?   4  p.,  illus.    275.2  Oh32Ce 

PERRY,  R,  L„  and  others.    Fruit  dehydration:  I. 
Principles  and  equipment.   Calif.  Agr.  Expt.  Sta.  B.  698, 
68  p.,  illus.    Ref.    Dec. 1946.    100  C12S 

E,  M.  Mrak,  H.  J.  Phaff,  G.  L.  Marsh,  and  C,  D.  Fisher, 
joint  authors. 

Describes  different  types  of  dehydrators  and  gives  a 
table  of  comparative  costs,  including  electricity. 

PRICE,  F.  E.,  and  KIRK,  D.  E.    Construction  and 
operation  of  a  home  electric  food  dehydrator.   Oreg.  Agr 
Expt.  Sta.  C.  Inform.  309,6  p.,  illus.    Apr. 1943.    100  Or3C 
Design  and  specifications. 

PRUDENT,  I.,  and  WRIGHT,  F.  B.    Drying  fruits 
and  vegetables  at  home.   N.  Y.  Agr.  Col.  Cornell  Ext   B 
618,16  p.,  illus.    July  1943.    275.29  N48E 
Includes  description  of  electrically  operated  driers. 
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DEHYDRATORS—Contlnued. 

PYKE,  W.  E.,  and  CHARKEY,  L.  W.  Making  and 
using  a  food  dehydrator.  Colo.  Agr.  Expt.  Sta.  B.  477, 
12  p.,  Sup.  1,1  p.,  lUus.    May  1943.    100  C71S 

Plans  for  the  construction  of  home  and  community 
electric  dehydrators  are  Included. 

SHUEY,  G.  A.   Dehydration  of  fruits  and  vegetables 
in  the  home.    Tenn.  Agr.  Expt.  Sta.  B.  183,21  p.,  lUus. 
Ref.    Mar. 1943.    100  T25S 

Includes  plans  for  a  cabinet-type  electric  dehydrator 
for  home  use. 

TARRANT,  L.,  and  WINTERS,  E.  B.  Drying  fruits 
and  vegetables  at  home.  Pa.  State  Col.  Agr.  Ext.  C.  247, 
d  p.,  illus.    May  1943.    275.29  P38C 

Includes  designs  and  specifications  for  driers.  Suggests 
use  of  electric  hotplates  or  light  bulbs  in  place  of  the 
coal-oil  heater. 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. AGRICULTURAL  EXTENSION  SERV.    How  to 
dehydrate  food  at  home.    Tenn.  Agr.  Col.  Ext.  L.  60, 
16  p.-folder,  illus.    Apr. 1943.    275.29  T25L 
Includes  design  and  specifications  for  dehydrators. 

U.  S.  BUR.  OF  AGRICULTURAL  AND  INDUSTRIAL 
CHEMISTRY.    Vegetable  and  fruit  dehydration,  a  manual 
for  plant  operators.    U.  S.  D.  A.  Misc.  P.  540,218  p., 
illus.    Ref.    June  1944.    1  Ag84M 
Gives  KWH  required  by  plants  of  different  sizes  (p.  19). 
U.  S.  BUR.  OF  HUMAN  NUTRITION  AND  HOME 
ECONOMICS.    Home-built  electric  dehydrator. 
U.  S.  D.  A.  AWI-76,12  p.,  illus.    1944.    1  Ag84Aw 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Food 
preservation  by  electric  dehydration.  St.  Louis,  1943. 
18  p.,  illus.    1.933  F73 

Plans,  specifications,  and  bill  of  materials  for  a  home- 
made electric  dehydrator. 

U.  S.  RURAL  ELECTRinCATION  ADMIN.  CO- 
OPERATIVES' OPERATIONS  DIV.    Progress  report  on 
electric  dehydration  using  a  Ho-made  dehydrator.    Rev. 
St.  Louis,  1944.    35  p.,  illus.    Ref.    1.933  P945 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Community  food  dehydration.    KnoxvUle? 
1943?    2  p.,  lUus.    173.2  T25Cof 
Illustrations  show  the  dehydrator. 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Construction  and  operation  of  home  de- 
hydrators, by  P.  D.  Rodgers.    KnoxviUe,  1943.    13  p., 
illus.    173.2  T25Cop 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    The  design  and  operation  of  community 
food  dehydrators  as  related  to  quality  of  finished  product, 
by  J.  A.  Schaller.    KnoxvUle,  1943.    12  p.,  illus. 
173.2  T25De 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Home  food  dehydrator.    KnoxviUe,  1944. 
2  p.,  iUus.    173.2  T25Hf 
Gives  plan  of  the  dehydrator. 

VIRGINIA.  AGRICULTURAL  AND  MECHANICAL 
COLLEGE  AND  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  DIV.   How  to  dehydrate  food  at 
home.    Blacksburg,  1943?    16  p.-folder,  illus. 
275.2  V81H 
Design  and  specifications. 

WIEGAND,  E.  H.,  and  others.    Home  fruit  and 
vegetable  dehydration.    Oreg.  Agr.  Expt.  Sta.  B.  423, 
27  p.,  illus.    Sept. 1944.    100  Or3 

F.  E.  Price,  D.  E.  Kirk,  T.  Onsdorff,  and  A.  Holmes, 
joint  authors. 

Construction  of  a  home-electric -food  dehydrator 
(p.  4-12). 

WOODROOF,  J.  G.,  DUPREE,  W.  E.,  and  THOMP- 
SON, H.  H.    Dehydration  of  fruits  and  vegetables  and  utU- 
ization  of  dehydrated  products.    Ga.  Agr.  Expt.  Sta.  B. 
225,35  p.,  Ulus.    Ref.    Feb.1943.    100  G29S 
Includes  equipment. 

DRIERS  -  CLOTHES 

POND,  E.,  and  LICKEY,  H.  F.    Electric  clothes 
drier.    Wash.  State  Col.  Ext.  C.  93,7  p.,  Ulus.    Apr. 1945. 
275  29  W27C 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Clothes 
dryers,  by  O.  Liter.     Washington?    194- ?    3  p. 
1.933  C62 
Describes  electric  driers. 


DRIERS  -  GRAIN  AND  HOPS 

BRANTON,  C.  I.    A  hop  drier  for  Oregon  farms. 
Oreg.  Agr.  Expt.  Sta.  B.  474,6  p.,  illus.    Feb.1950. 
100  Or  3 

Electricity  used  for  fan  and  certain  automatic  controls. 
Gives  designs  and  specifications  with  a  table  showing 
the  relation  of  fan  and  furnace  requirements  to  drying 
time  In  the  hop  kiln. 

KELLY,  C.  F,    Methods  of  ventilating  wheat  In 
farm  storages.    U.  S.  D.  A.  C.  544,73  p.,  Ulus.    Apr. 1940. 
1  Ag84C 

Reports  studies  in  various  States.  In  some  cases  elec- 
trically-operated fans  were  used  for  forced  ventilation. 

Also  reports  drying  tests  in  experimental  bins  equipped 
with  electric  cable  (p.  71). 

MCCUNE,  W.  E.,  and  others.    Artificial  drying  of 
grain  sorghum.    Tex.  Agr.  Expt.  Sta.  Prog.  Rpt.  953, 
8  p.,  Ulus.    Aug.3,1945.    100  T31P 

H.  P.  Smith,  P.  T.  Montfort,  and  E.  S.  Holmes,  joint 
authors. 
Electric  fans  were  used. 

MCCUNE,  W.  E.,  and  others.    Building  and 
operating  a  farm  grain  drier.    Tex.  Agr.  Expt.  Sta.  Prog. 
Rpt.  968,8  p.,  Ulus.    Oct. 23, 1945.    100  T31P 

H.  P.  Smith,  P.  T.  Montfort,  and  E.  S.  Holmes,  joint 
authors. 

Designs  and  specifications,  6  additional  sheets.  An 
electric  motor  provides  power  for  the  fan. 

MCNEAL,  X.    Artificial  drying  of  combined  rice. 
Ark.  Agr.  Expt.  Sta.  B.  487,30  p.,  Ulus.    June  1949. 
100  Ar42 
Fig.  1  shows  an  electric  drier. 

OLSON,  E.  A.,  PETERSON,  G.  M.,  and  YUNG,  F.  D. 
Grain  drying  with  forced  air  circulation.    Nebr.  Agr.  Col. 
Ext.  C.  736,9  p.,  Ulus.    June  1949.    275.29  N272Ex 
Describes  the  use  of  an  electric  fan. 

PRICE,  F.  E.,  and  BRANTON,  I.  Corn  drying. 
Oreg.  Agr.  Expt.  Sta.  B.  352,30  p.,  Ulus.  June  1937. 
100  Or3 

Data  as  to  electric  power  used  for  driving  fan,  operating 
grain-removing  mechanism,  and  elevating  grain  into 
drier. 

SHEDD,  C.  K.    Mechanical  drying  of  corn  on  the 
farm.    U.  S.  D.  A.  C.  839,26  p.,  illus.    Mar. 1950. 
1  Ag84C 

Describes  use  of  an  electrically  operated  fan  with  table 
of  costs  (p.  10);  gives  specifications  for  electric  motor 
and  electrically  operated  controls  for  heating  unit  (p.  16- 
17),  and  data  on  shell-corn  drying  tests  in  farm-type 
I'ns,  showing  consumption  and  cost  of  electric  power 
(p.  22-23). 

SORENSON,  J.  W.,  JR.,  and  others.  Hay  and  grain 
drying,  1946.  Tex.  Agr.  Expt.  Sta.  Prog.  Rpt.  1070,35  p., 
illus.    Mar. 1947.    100  T31P 

P.  T.  Montfort,  H.  P.  Smith,  J.  P.  HoUingsworth,  joint 
authors. 

Describes  equipment  developed  in  cooperation  with  the 
agricultural  departments  of  electric  service  companies 
in  the  State. 

YUNG,  F.  D.    Preliminary  report  on  ear  corn 
drying.    Nebr.  Agr.  Expt.  Sta.  Agr.  Engin.  Prog.  Rpt.  14, 
4  p.,  Ulus.    Mar. 1946.    100  N27A 

Gives  details  in  connection  with  the  use  of  a  S-horse- 
power  electric  motor. 

YUNG,  F.  D.,  HATHAWAY,  I.  L.,  and  KIESSEL- 
BACH,  T.  A.    Supplementary  report  on  ear  corn  drying. 
Nebr.  Agr.  Expt.  Sta.  Agr.  Engin.  Prog.  Rpt.  14-A,4  p. 
July  1947.   100  N27A 

Makes  use  of  a  specially  constructed  electric  drier  at 
various  temperatures,  showing  comparative  marketability 
and  feeding  value  of  corn  so  dried. 

DRIERS  -  HAY 

BLAUSER,  I.  P.     Drying  hay  in  the  mow.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  71,1  p.,  Ulus.    1944? 
275.29  Oh32Rec 

CARTER,  R.  M.    Costs  of  mow-finlshing  hay.    Vt. 
Agr.  Expt.  Sta.  Pam.  20,11  p.    Feb.1950.    100  V59P 
Includes  cost  of  electricity. 

CLYDE,  A.  W.    Barn  hay  drying;  progress  report. 
Pa.  Agr.  Expt.  Sta.  B.  477,17  p.,  Ulus.    Apr. 1946. 
100  P381 

Gives  details  regarding  fans  and  power,  design  and 
specifications,  and  describes  the  process  under  varying 
conditions. 
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DRIERS  —  HAY— Contimied. 


DRIERS  -  HAY— Continued. 


CONNECTICUT.  UNIVERSITY.  COLLEGE  OF 
AGRICULTURE.  AGRICULTURAL  EXTENSION  SERV. 
Barn  hay  drying  saves  feed;  fundamental  principles  of 
construction  and  operation  of  hay  drying  systems.    Conn 
Agr.  Col.  Ext.  Folder  26,8  p.    Jan. 1949.    275.29  C76Ex 

COOPER,  A.  W.,  and  MILLER,  E.  L.  Planning  and 
operating  a  mow  hay  curing  system.  Ind.  Agr.  Expt.  Sta. 
C.  355,19  p.,  iUus.    Oct.1949.    100  ln2P 

DOBIE,  J.  B.    Barn  mow  haydrying  in  California. 
Calif.  Agr.  Col.  Ext.  C.  149,16  p.,  illus.    Feb. 1949. 
275.29  C12C 

The  fan  is  usually  powered  by  an  electric  motor  as 
being  easy  to  start  and  adaptable  to  time-clock  controls. 
Includes  design  and  specifications. 

DUFFEE,  F.  W.,  and  BRUHN,  H.  D.    Design  and 
operation  of  the  Wisconsin  type  mow  hay  drier.    Wis.  Agr. 
Col.  Ext.  Spec.  C,  12  p.,  illus.    Mar. 1946.    275.29  W75S 
Operation  of  the  fan  and  motor,  p.  4-5. 

GORDON,  E.  D.,  and  HURST,  W.  M.    Artificial  dry- 
ing of  forage  crops.    U.  S.  D.  A.  C.  443,23  p.,  illus. 
Aug.  1937.    1  Ag84C 

Discusses  electric  power  requirements  for  various 
types  of  driers. 

GUNNESS,  C.  I.    Drying  baled  hay.    Mass.  State 
Col.  Ext.  Engin.  Ext.  Ser.  114,rev.,l  p.    July  1,1947. 
279.29  M381  En 

Gives  comparative  work  load  of  two  sizes  of  electric 
motors  and  fans  with  directions  for  installation. 

HOLMES,  J.  C.    A  description  of  mow  hay  driers 
on  23  New  Hampshire  dairy  farms  in  1948.    N.  H.  Agr. 
Expt.  Sta.  Agr.  Econ.  Res.  Mimeog.  5,9  p.,  illus.    May 
1949.    281.9  N452 
Includes  approximate  cost  of  electricity  for  mow  drying. 
HUNDLEY,  J.  C.    Barn  haydrier.    Tenn.  Agr.  Col. 
Ext.  L.  91,4  p.,  illus.    Mar. 1947.    275.29  T25L 

MCKNIGHT,  R.  E.    Handbook  on  design  of  slatted 
floor  hay-driers.    Va.  Agr.  Col.  Ext.  VFEC-3,27  p., 
illus.    June  1946.    275.29  V81Vf 
Virginia  Farm  Electrification  Council  cooperating. 
Fans  and  motors  are  described. 

MAINE.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Barn  hay 
drying  saves  feed;  fundamental  principles  of  construction 
and  operation  of  hay  drying  systems.    Maine.  Agr.  Col. 
Ext.  C.  252,8  p. -folder,  illus.    Feb.1949.    275.29  M281C 

MASSACHUSETTS.  UNIVERSITY.  EXTENSION 
SERV.    Barn  hay  drying  saves  feed;  fundamental  prin- 
ciples of  construction  and  operation  of  hay  drying  sys- 
tems.  Mass.  State  Col.  Ext.  Spec.  C.  157,8  p. -folder, 
illus.    Jan.1949.    275.29  M381Sc 

MILLER,  R.  N.  Hay  driers— a  new  development  for 
western  Washington.  Wash.  State  Col.  Ext.  Mimeog.  267, 
3  p.,  illus.    1944?    275.29  W27Mi 

RAMSER,  J.  H.    Barn  hay-curing  systems.    III.  Agr. 
Col.  Ext.  AEng.  462,13  p.,  illus.    Mar. 29,1945. 
275.29  IL62Pa 

SCHALLER,  J.  A.,  MITCHELL,  N.,  and  DICKER- 
SON,  W.  H.,  JR.    Barn  haydrier;  principles  of  design, 
installation  and  operation.    U.  S.  Tenn.  Val.  Authority. 
Agr.  Engin.  P.  6,129  p.,  illus.    June  1945.    173.2  T25Ag 

SCHOENLEBER,  L.  G.,  and  DAVIS,  R.  B.,  JR. 
Mow-dried  hay.  U.  S.  Bur.  Plant  Indus.  Soils  &  Agr. 
Engin.  Inform.  Ser.  78,8  p.,  illus.    Apr. 1947.    1.9  R531I 

Virginia  Poljrtechnic  Institute,  Agricultural  Engineering 
Dept.,  cooperating. 
Plans  and  specifications. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Build  a 
hay-drier  for  your  barn.    St.  Louis,  194- ?    4  p.,  illus. 
1  R88B 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Curing 
hay  in  the  stack;  REA  demonstrations  indicate  value  of 
field-curing  alfalfa  hay  in  stack  by  use  of  fans  powered 
by  electricity.    Washington,  1949.    4  p.,  illus.    1  R88Cu 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    APPLI- 
CATIONS AND  LOANS  DIV.    Barn  hay  driers.    Washing- 
ton, 1947.    2  pts.    Ref.    1.933  B25 

F>t.  1,  by  G.  E.  McPhee,  both  parts  reviewed  by  D.  W. 
Teare. 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Hay-drier  successful.    Knoxville? 
1943?   4  p.,  illus.    335  Un382 
Includes  KWH  used  by  individual  farmers. 

VERMONT.  UNIVERSITY  AND  STATE  AGRICUL- 
TURAL COLLEGE.  EXTENSION  SERV.    Barn  drying 
saves  feed;  fundamental  principles  of  construction  and 
operation  of  hay  drying  systems.    Burlington,  1949. 
8  p.-folder.    275.2  V59B 


VIRGINIA  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Dry  your  hay  the  electric 
way.    Va.  Polytech.  Inst.  Ext.  Serv.  VFEC-2,11  p.,  illus. 
May  1946.    275.29  V81Vf 
Virginia  Farm  Electrification  Council,  cooperating. 
Design,  specifications,  and  costs. 

WEAVER,  J.  W.,  JR.,  and  WYLIE,  C.  E.   Drying 
hay  in  the  barn  and  testing  its  feeding  value.    Tenn.  Agr. 
Expt.  Sta.  B.  170,24  p.,  illus.    Ref.    Aug. 1939.    100  T25S 

EGG  COOLERS 

BENNION,  N.  L.,  and  PRICE,  F.  E.  Factors  af- 
fecting egg  quality.  Oreg.  Agr.  Expt.  Sta.  C.  138,24  p., 
illus.    Dec. 1940.    100  Or3 

Construction  and  tests  of  a  cooling  and  humidifjring  unit 
for  the  egg  room  which  makes  use  of  an  electric  fan  of  a 
given  type  (p.  13-24). 

BONZER,  B.  J.,  and  LUBINUS,  L.    Egg  coolers  for 
better  eggs.    S.  Dak.  State  Col.  Agr.  Ext.  C.  452,8  p., 
illus.    June  1949.    275.29  So85 

Includes  description  of  an  electric  wind  tunnel  egg 
cooler  (  p.  4-5). 

DRAPER,  C.  1.    Construction  of  a  cooled  egg  room 
for  the  poultry  farm.    Utah.  State  Agr.  Col.  Ext.  N.  S. 
138,6  p.,  illus.    June  1945.    275.29  Utl 

Describes  an  evaporator  cooler  and  humidifier  unit 
(p.  5-6),  with  design  and  specifications,  making  use  of  an 
electric  fan  attached  to  a  small  motor. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Cool  eggs  keep.    Idaho.  Agr. 
Col.  Ext.  Rur.  Electrif.  Ext.  L.  32,2  p.,  illus.    Aug. 1942. 
275.29  Idl3Ir 

Gives  diagrams  for  the  construction  of  electric  egg 
coolers  and  cleaners. 

JACKSON,  M.  E.,  and  SEATON,  M.  A.    Producing 
and  marketing  quality  eggs  in  Kansas.    Kans.  State  Col. 
Agr.  Ext.  C.  196,20  p.,  illus.    Jan.1949.    275.29  K13Ex 
Mentions  the  electric  fan  as  part  of  the  equipment  of 
the  egg  storage  cellar. 

WILLIAMS,  I.  L.,  and  MUSSEHL,  F.  E.    The 
Nebraska  egg  cooler.    Nebr.  Agr.  Expt.  Sta.  C.  82,4  p., 
illus.    Dec. 1946.    100  N27 
Uses  an  electric  fan.  Includes  design  and  specifications. 
WINNER,  E.  B.,  and  CLIZER,  N.  R.    Producing  and 
marketing  quality  eggs.    Mo.  Agr.  Col.  Ext.  C.  544,8  p., 
illus.    May  1947.    275.29  M696 

Describes  a  wind  tunnel  for  cooling  eggs  with 
electricity  (p.  5). 

YUNG,  F.  D.    A  water  cooled  egg  storage  cabinet. 
Nebr.  Agr.  Expt.  Sta.  Agr.  Engin.  Prog.  Rpt.  13,3  p., 
illus.    Mar. 1946.    100  N27A 
Includes  the  use  of  an  electric  fan. 

FANS 

CANNER,  N.  W.,  and  CAIN,  E.  P.    Tests  of  an  ex- 
haust fan  having  a  novel  blade  design.    N.  C.  State  Col. 
Agr.  &  Engin.  Dept.  Engin.  Res.  B.  36,48  p.,  illus. 
Dec. 1947.    290.9  N81 
Fans  are  described. 

SMITH,  E.  G.    The  efficient  use  of  portable  fans. 
Tex.  Engin.  Expt.  Sta.  B.  95,89  p.,  illus.    Sept.15,1945. 
290.9  T31 
Experiments  with  electric  fans. 

STEWART,  G.  H.    Homemade  electric  ventilating 
fan.    Clemson  Agr.  Col.  S.  C.  Ext.  C.  302,6  p.-folder, 
illus.    Apr. 1948.    275.29  So8E 

FEED  GRINDERS 

BLAUSER,  I  P.    Electrically  operated  feed 
grinders.    Ohio.  Agr.  Col.  Ext.  RE7,1  p.,  illus.    1940? 
275  29  Oh32Rec 

BRACKETT,  E.  E.,  and  LEWIS,  E.  B.  Processing 
feeds  on  Nebraska  farms.  Nebr.  Agr.  Expt.  Sta.  B.  302, 
24  p.,  illus.    Aug. 1936.    100  N27 

Use  of  an  electric  motor  for  feed  grinding  is  dis- 
cussed and  costs  are  given. 

HIENTON,  T.  E.,  and  HILTON,  J.  H.    Chopping  and 
storing  alfalfa  hay.    Ind.  Agr.  Expt.  Sta.  C.  221,4  p., 
illus.    May  1936.    100  In2P 

Tests  compare  the  capacity  of  the  cutter  when  operated 
with  two  sizes  of  motor.    KWH  used  by  each  is  given. 

HIENTON,  T.  E.    Installation  of  motor-driven  feed 
grinders.    Ind.  Agr.  Expt.  Sta.  C.  173, rev. ,4  p.,  illus. 
June  1940.    100  In2P 
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FEED  GRINDERS— Continued. 

HILL,  A.  J.    Cost  of  grinding  feed  grains  with 
electric  feed  grinders.    Mont.  Agr.  Expt.  Sta.  Mlmeo.  C. 
35,5  p.    Feb.1942.    100  M76M 

HUNDLEY,  J.  C.  Electric  feed  grinding  on  the 
farm.  Tenn.  Agr.  Col.  Ext.  P.  253,16  p.,  illus.  Sept. 
1941.    275.29  T25 

"  MARTIN,  J.  W.,  and  ROBERTS,  J.    Feed  grinding 
with  small  electric  motors.    Kans.  State  Col.  Ext.  B.  87, 
44  p.,  illus.    Ref.    Sept.1941.    275.29  K13E 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    A  co- 
ordinated program  to  develop  the  use  of  electric  feed 
grinders  on  electrified  farms.    St.  Louis,  n.  d.    various 
paging.    1.933  C78 

Appendix  A,  Specifications  adopted  by  the  Rural  Elec- 
trification Administration  of  United  States  of  America 
for  feed  grinder  equipment  and  installation  prerequisite 
to  REA  financing,  dated  Dec.  15,  1939. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Elec- 
tric feed  grinding;  outline  of  discussion,  by  G.  E.  McPhee 
and  D.  W.  Teare.    Washington?    1947?    lip.    Ref. 
1.933  EL227 
Includes  costs. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Home 
and  community  willing  for  national  defense,  for  better 
health.   Washington,  1941.    8  p.,  illus.    1.933  H75 

Design  and  specifications  for  a  home  mill  equipped 
with  motor  and  speed  reducer  (p.  5-6). 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Home 
feed  grinding.    Washington,  194- ?    4  p.,  illus.    1  R88L 
Uses  of  the  electric  feed  grinder.  - 

VIRGINIA.  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Electric  feed  grinders. 
Va.  Polytech.  Inst.  Ext.  C.  455,2  p.,  illus.    1947? 
2^.29  V81C 

FEED  MIXERS 

BLAUSER,  I.  P.    Electrically  driven  feed  mixers. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  32,1  p.,  illus.    1943? 
275.29  Oh32Rec 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  The 
electric  feed  mixer;  make  it  yourself  and  save  money. 
Washington?  1946.    5  p.    1.933  EL224 

U.  S.  RURAL  ELECTRIFICATION  ADMEN. 
TECHNICAL  STANDARDS  DIV.    Farm  feed  mixers,  by 
S.  Shiozawa.    Washington?    1947.    3  p.    1.933  F223 

FENCES 

BERESFORD,  H.  Electric  fences  in  Idaho.  Idaho. 
Agr.  Col.  Ext.  Idaho  Rur.  Electrif.  Prog.  [8], 2  p.,  illus. 
Aug,1940.    275.29  Idl3Ir 

BLAUSER,  I.  P.    Electric  fence  operation.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  63,1  p.,  illus.    1944? 
275.29  Oh32Rec 

BLAUSER,  I.  P.    Electric  fences.    Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  3,1  p.,  illus.    1940?    275.29  Oh32Rec 

BUGBEE,  R.  J.    Using  an  electric  fence.    Vt.  Agr. 
Col.  Ext.  Brieflet  702,3  p.,  illus.    Aug.1944.    275.29  V59E 

DALZIEL,  C.  F.,  and  BURCH,  J.  R.    The  electric 
fence.    Berkeley,  Calif.  U.  Col.  Engin.,  1941.    23  p.    Ref. 
335  D17 

Address  at  annual  meeting  of  the  Society  of  Agricul- 
tural Engineers,  Knoxville,  Tenn.,  June  23-26,  1941. 

EVEREST,  F.  A.    Electric  fence  controllers  with 
special  reference  to  equipment  developed  for  measuring 
their  characteristics.    Oreg.  Engin.  Expt.  Sta.  B.  11,47  p.. 
illus.    July  1939.    290.9  Or33 

GEORGIA.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Electric 
fence  saves  in  wartime.    Athens,  1942.    2  p.,  illus. 
275  2  G292E 

HANSEN,  E.  L.,  and  PARKS,  R.  R.  An  electric 
fence.  111.  Agr.  Col.  Ext.  AEng  189,6  p.,  illus.  1939. 
275  29  IL62Pa 

HANSEN,  E.  L.,  and  VEACH,  C.  W.    Homemade 
electric-fence  controller.    111.  Agr.  Col.  Ext.  C.  515, 
8  p.,  illus.    June  1941.    275.29  I662C 
Detailed  drawings  and  specifications. 

HARRINGTON,  W.  C.    The  electric  fence.    Mass. 
State  Col.  Ext.  Engin.  Ext.  Ser.  64, rev. ,3  p.    1938? 
275.29  M381En 

HUBER,  M.  G.,  and  TALBOT,  R.  F.    The  electric 
fence  and  pasture  management.    Maine.  Agr.  Col.  Ext.  B. 
261,12  p.,  illus.    Apr. 1939.    275.29  M281B 

JACQUOT,  A.  C.  Safety  and  regulation  of  electric 
fence  controllers  for  Utah.  Utah.  Engin.  Expt.  Sta.  B.  3, 
48  p.,  illus.    June  1942.    290.9  Utl2 


FENCES--Contlnued. 

KABLE,  G.  W.    Facts  about  the  electric  fence. 
Tenn.  Agr.  Col.  Ext.  Spec.  C.  87,2  p.    July  1938. 
275.29  T25C 

KELLEY,  M.  A.  R.    Farm  fences.    U.  S.  D.  A. 
Farmers'  B.  1832, rev. ,59  p.,  illus.    Apr. 1946.    1  Ag84F 
Electric  fences,  p.  18-20. 

MARTIN,  G.  E.,  and  CALLAHAN,  E.  P.    A  guide  to 
farm  fencing.    Tenn.  Agr.  Col.  Ext.  L.  96,6  p. -folder, 
Illus.    Ref.    1948?    275.29  T25L 

Contains  a  paragraph  on  electric  fences,  chiefly  com- 
ments as  to  assurance  of  safety  for  controllers. 

NEUBAUER,  L.  W.    The  electric  fence.    Minn.  U, 
Agr.  Ext.  Agr.  Engin.  News  Let.  72,1  p.    Mar. 15, 1938. 
275.29  M66Ag 

NICHOLAS,  J.  E.    Electric  fence  controllers.    Pa. 
Agr.  Expt.  Sta.  Prog.  Rpt.  14,19  p.,  illus.    Ref.    Aug. 
1949.    100  P381P 

NORTH  DAKOTA  AGRICULTURAL  COLLEGE. 
DEPT.  OF  AGRICULTURAL  ENGINEERING.    The  elec- 
tric fence.    N.  Dak.  Agr.  Col.  Ext.  A.  E.  22,6  p.,  illus. 
Feb.1937.    275.29  N812A 

NORTH  DAKOTA  AGRICULTURAL  COLLEGE. 
DEPT.  OF  AGRICULTURAL  ENGINEERING.    Homemade 
6-volt  electric  fence  controller.    N.  Dak.  Agr.  Col.  Ext. 
A.  E.  34,7  p.,  illus.    Sept. 1938.    275.29  N812A 

PHAGAN,  C.  V.    The  electric  fence  in  South 
Carolina.    Clemson  Agr.  Col.  S.  C.  Ext.  Serv.  Rur. 
Electrif.  Ser.  C.  2,5  p.,  illus.    Nov. 1939.    275.29  So8R 

PROCTOR,  R.  E.,  and  NESIUS,  E.  J.    Mechanical 
devices  and  short  cuts  for  saving  labor.    Ky.  Agr.  Expt. 
Sta.  Farm  Ec.  Misc.  132,7  p.    Apr. 1943.    281.9  K41 
Mentions  use  of  electric  fence  in  hogging  down  corn. 

U.  S.  NATIONAL  BUR.  OF  STANDARDS.    Safety 
rules  for  electric  fences;  comprising  part  6  of  the  fifth 
edition.  National  Electrical  Safety  Code.    U.  S.  Natl.  Bur. 
Standards.  Handb.  H36,13  p.    Apr. 17, 1940.    157.88  H19 

WALKER,  C,  and  PRICE,  F.  E.    Electric  fences. 
Oreg.  State  Col.  Ext.  B.  634,  12  p.,  illus.    Mar. 1944. 
275  29  Or32B 

WISCONSIN.  INDUSTRIAL  COMMISSION.    General 
orders  on  electric  fences,  effective  Oct.  6,  1938. 
Madison,  1938.    14  p.    335  W758 

WITZEL,  S.  A.    Fence  details  for  the  electrified 
bull  paddock.    Wis.  Agr.  Col.  Ext.  Stencil  C.  110,  Sup., 

5  p.,  illus.    Nov.1939.    275.29  W75B 

FISH  SCREENS 

HOLMES,  H.  B.    History,  development,  and 
problems  of  electric  fish  screen.    U.  S.  Fish  &  Wildlife 
Serv.  Spec.  Sci.  Rpt.  53,62  p.    Ref.    June  1948.    156.2  Sp3 

Discusses  use  of  screen  to  prevent  entrance  of  fish  to 
irrigation  ditches  and  its  value  in  such  situations  as 
deeply  submerged  outlets  from  reservoirs. 

FOOD  MIXERS 

BEALL,  T.    The  electric  mixer.    Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  18,1  p.,  illus.    1943?    275.29  Oh32Rec 

PEET,  L.  J.,  REDFIELD,  G.  M.,  and  BARAGAR, 
A.  E.    A  test  of  the  performance  of  portable  electric 
mixers  for  household  use.    Iowa.  Agr.  Expt.  Sta.  Res.  B. 
346,24  p.,  illus.    Nov. 1946.    100  Io9 

SISKIND,  C.  S.    A  study  of  food-mixer  motor 
performance.    Purdue  U.  Engin.  Expt.  Sta.  Res.  Ser.  72, 
37  p.,  illus.    Apr. 1940.    290.9  P97E 

FREEZERS 

ATHERTON,  R.  N.,  and  others.    Food-freezer 
questions  answered.    Maine.  Agr.  Col.  Ext.  C.  227, 

6  p. -folder.    Aug.1946.    275.29  M281C 

K.  Briwa,  E.  W.  Foss,  and  L.  M.  Dorsey,  joint  authors. 

Points  to  consider  when  purchasing  a  freezer. 

BERESFORD,  H.    A  preview  of  farm  freezers  for 
Idaho.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  L.  66,2  p., 
illus.    June  1945.    275.29  Idl3Ir 

BISHOP,  R.  H.    A.  S.  R.  E.  application  data  section 
on  home  food  freezers.    HI.  Agr.  Col.  Ext.  AEng.  602, 
18  p.    May  13,1949.    275.29  IL62Pa 

Reproduced  without  illustrations  and  with  some  changes 
and  additions  from  material  compiled  in  1946. 

BLAUSER,  I.  P.,  and  ERWIN,  R.  L.    Building  a 
home  freezer.    Ohio.  Agr.  Col.  Ext.  B.  295,12  p.,  illus. 
May  1948.    275.29  Oh32 

Design  and  specifications,  including  condensing  unit 
and  motor. 
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FREEZERS--Continued. 


FREEZERS— Continued. 


BLAUSER,  I.  P.    Home  freezers.   Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  73,1  p.,  illus.    1944?    275.29  Oh32Rec 

CALIFORNIA.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. AGRICULTURAL  EXTENSION  SERV.    Farm 
buildings  and  equipment  plan  No.  C-104,  twenty-one 
cubic  foot  farm  freezer,  by  J.  R.  Tavernetti.   Berkeley, 
1945.    7  p.,  illus.    275.2  C12Fbe 
Design  and  specifications. 

CARPENTER,  E.  L.,  and  TUCKER,  M.    Farm  and 
community  refrigeration.    Tenn.  Engin.  Expt.  Sta.  B. 
12,62  p.,  illus.    Mar. 1936.    290.9  T25 

Plans  and  specifications  for  various  types  of  refriger- 
ators and  cold  storage  plants,  including  milk  coolers. 

CROWTHER,  G.  W.   When  you  buy  a  freezing 
cabinet.   Conn.  Agr.  Col.  Ext.  B.  373,14  p.,  illus.   Oct. 
1945.    275.29  C76B 

Also  issued  as  Maine  Agr.  Col.  Ext.  B.  338,14  p.,  illus. 
Dec. 1945.    275.29  M281B 

CURTIS,  L.    Feezing  cooked  foods.   Ala.  Polytech. 
Inst.  Agr.  Ext.  C.  365,rev.,8  p.    Dec. 1948.    275.29  ALIC 

Takes  in  the  home  freezing  unit  giving  pointers  on  care, 
uses  and  handling,  with  suggestions  for  emergencies. 
DANA,  H.  J.,  and  MILLER,  R.  N.    Building  and 
operating  the  home  freezing  unit.    Wash.  Engin.  Expt. 
Sta.  B.  55,15  p.,  illus.    Apr. 1938.    290.9  W272 
Includes  probable  cost  of  electric  power. 

DANA,  H.  J.,  and  MILLER,  R.  N.    Building  the 
farm  freezing  plant.    Wash.  Engin.  Expt.  Sta.  B.  64,30  p., 
illus.    Apr. 15,1940.    290.9  W272 

KWH  used  per  month  for  a  top-opening  and  a  side- 
opening  box  (p. 24). 

DANA,  H.  J.,  and  MILLER,  R.  N.  Farm  and  home 
refrigeration.  Wash.  Engin.  Expt.  Sta.  B.  70,46  p.,  illus. 
May  1,1947.    290.9  W272 

Plans  and  specifications,  including  cost  of  electri; 
current. 

DANA,  H.  J.,  and  MILLER,  R.  N.    The  farm 
freezing  plant  and  how  to  use  it.    Wash.  Engin.  Expt.  Sta. 
B.  59,30  p.,  illus.    Ma.y  1939.    290.9  W272 

Plans  and  specifications  of  an  experimental  plant,  in- 
cluding power  consumption. 

DANA,  H.  J.,  and  MILLER,  R.  N.    Home  built  farm 
refrigeration.    Wash.  Engin.  Expt.  Sta.  B.  68,32  p.,  illus. 
Oct.  1,1944.    290.9  W272 
Electric  wiring  (p.  16). 

DANA,  H.  J.,  and  CONVERSE,  A.  N.    Some  develop- 
ments in  zero  refrigeration  for  the  home.    Wash.  Engin. 
Expt.  Sta.  B.  71,11  p.,  illus.    Jan.1948.    290.8  W272 

Pt.  I,  Development  of  new-type  zero  box;  Pt.  H^  Im- 
portance of  uniform  temperature  distribution  in  zero 
storage. 

DONNALLEY,  J.  R.,  JR.  Performance  ch  racter- 
istics  of  commercial  home  freezers.  Cornell  'J.  Engin. 
Expt.  Sta.  B.  34,16  p.,  illus.    Dec.1944.    290.9  C81 

ERDMAN,  F.  S.    Building  a  home  freezer.    N.  Y. 
Agr.  Col.  Cornell  Ext.  B.  705,30  p.,  illus.    Feb.1947. 
275.29  N48E 
Design  and  specifications. 

EULER,  R.  S.,  WOOD,  G.  B.,  and  WILEY,  J.  R. 
Frozen  food  storage  for  Indiana  families.    Ind.  Agr.  Expt. 
Sta.  B.  541,46  p.,  illus.    1950.    100  In2P 
Compares  locker  plants  and  home  freezers. 

FELDER,  A.  P.,  and  others.    Freezing  farm  foods 
for  home  use.    Miss.  State  Col.  Ext.  B.  136riOM),32  p., 
illus.    Sept. 1946.    275.29  M68 

M.  Smith,  F.  M.  Hunter,  C.  A.  Roberts,  W.  L.  Rich- 
mond, C.  Hines,  K.  H.  Buckley,  and  M.  Haddon,  joint 
authors. 
Describes  types  of  equipment  (p.  3-5). 

FENTON,  F.    Home  freezers  and  packaging  ma- 
terials.   Hawaii.  Agr.  Expt.  Sta.  C.  27,26  p.    Oct. 1949. 
100  H313 
Notes  points  to  look  for  in  selecting  a  freezer. 

FILINGER,  G.  A.    Preserving  food  in  home  frozen 
food  cabinets.    Kans.  Agr.  Expt.  Sta.  C.  230,28  p.,  illus. 
June  1945.    100  K13S 
Describes  types  of  cabinets. 

FOURNET,  E.    Home  freezing  of  foods.    La.  Agr. 
Col.  Ext.  B.  13,37  p.    Apr. 1949.    275.29  L93Bu 
Notes  points  to  look  for  in  selecting  a  freezer. 

GEORGIA.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Frozen 
food  equipment  for  the  home.    Ga.  Agr.  Col.  Ext.  B. 
546,16  p.,  illus.    Nov. 1948.    275.29  G29B 
Describes  both  zero-type  units  and  chilling  facilities. 
HUSTRULID,  A.    Storage  of  frozen  foods  on  the 
farm.    Minn.  U.  Agr.  Ext.  Agr.  Engin.  News  Let.  105, 
1  p.    Dec. 15,1940.    275.29  M66Ag 
Describes  cabinets  and  walk-in  coolers. 


IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Farm  freezers  are  on  the 
way;  manufacturers  have  requested... authorization  for 
25  thousand  freezer  cabinets  for  1944.   Idaho.  Agr.  Col. 
Ext.  Rur.  Electrif.  Ext.  L.  54,2  p.,  Illus.    June  1944. 
275.29  Idl3Ir 
Includes  plans. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    New  plans  for  farm  freezers; 
lift-top  cabinets,  reach-in  boxes,  walk-in  combinations. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  76,2  p., 
illus.    Apr. 1946.    275.29  Idl3Ir 

KANSAS.  STATE  COLLEGE  OF  AGRICULTURE 
AND  APPLIED  SCIENCE.  DEPT.  OF  AGRICULTURAL 
ENGINEERING.    Farm  freezer  lockers,  by  W.  M. 
Carleton.    Manhattan,  1943.    20  p.,  illus.    Ref. 
295  K13 

Kansas  Committee  on  the  Relation  of  Electricity  to 
Agriculture  cooperating. 
Plans  for  construction. 

KENTUCKY.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE AND  HOME  ECONOMICS.  EXTENSION  SERV. 
Frozen  food  equipment  for  the  home.    Ky.  Agr.  Col.  Ext. 
C.  462,16  p.    Nov.1948.    275.29  K415 
Describes  types  of  freezers  and  storage  cabinets. 
KNIGHT,  W.  H.,  and  MARTIN,  J.  W.    Farm 
freezers.   Idaho.  Agr.  Col.  Ext.  Farm  Electrif.  L.  3, 
4  p.,  illus.    July  15,1948.    275.29  Idl3Fa 
Discusses  building  or  buying,  the  type,  size,  and  cost. 
LANIER,  K.,  and  BROACH,  R.  T.    Freezing  foods 
in  Georgia.    Ga.  Agr.  Col.  Ext.  B.  531,41  p.,  illus. 
June  1946.    275.29  G29B  ^^    ,     , 

Using  the  home  freezer,  p.  27-28,  Community  locker 
plants,  p.  28-41. 

MCCRACKEN,  E.  C.  Home  freezers,  their  se- 
lection and  use.  U.  S.  D.  A.  Misc.  P.  687,16  p.,  illus. 
Aug.1949.    1  Ag84M 

MACLINN,  W.  A.,  and  DOERMANN,  M.  C.    Frozen 
foods.    N.  J.  Agr.  Col.  Ext.  B.  249,20  p.,  illus.    May 
1948.    275.29  N46 

Partial  contents:  Facilities  for  freezing;  Is  home  freez- 
ing expensive?;  A  few  things  to  remember,  freezers  and 
refrigerators;  Making  the  most  of  your  freezer. 

MARTIN,  W.  H.,  and  PRICE,  F.  E.    The  farm 
freezing  plant.    Oreg.  Agr.  Expt.  Sta.  B.  399,19  p.,  illus. 
Nov. 1941.    100  Or3 
Electrical  service  (p.  14). 

MASON,  L.,  and  CLAYTOR,  B.    Some  points  to 
consider  in  the  selection  of  a  home  freezing  unit.   Tex. 
Agr.  Col.  Ext.  M.  S.  809,5  p.    1948?    275.29  T313M 

MASSACHUSETTS.  STATE  COLLEGE.  EXTENSION 
SERV.   Walk-in  freezers.    Mass.  State  Col.  Ext.  Engin, 
Ext.  Ser.  117,3  p.    1947?    275.29  M381En 

Directions,  with  plan,  for  construction  inside  an  ex- 
isting building. 

MASSACHUSETTS.  UNIVERSITY.  SCHOOL  OF 
AGRICULTURE.  EXTENSION  SERV.    Chest  type 
freezers.    Mass.  U.  Agr.  Ext.  Engin.  Ext.  Ser.  129, 
1  p.,  illus.    Feb.1950.    275.29  M381En 

Design  and  specifications  attached  for  a  50-cubic  foot 
zero  cabinet  for  food  storage. 

MICHIGAN.  AGRICULTURAL  EXPERIMENT 
STATION.    Freezing  foods  for  Michigan  homes.    Mich. 
Agr.  Expt.  Sta.  C.  B.  216,46  p.,  illus.    Apr. 1950. 
100  M58S 

Describes  locker  and  home  freezers,  including  costs  of 
operation  and  current  used. 

MILLER,  R.  N.,  and  DANA,  H.  J.    Home  built  farm 
refrigerators.    Wash.  State  Col.  Ext.  B.  317,rev.,46  p., 
illus.    Apr. 1947.    275.29  W27P 

Describes  the  construction  of  zero  cabinets,  cold  rooms, 
and  kitchen  refrigerators,  and  gives  electric  current 
required. 

NEW  JERSEY.  STATE  COLLEGE  OF  AGRICUL- 
TURE AND  MECHANIC  ARTS.  EXTENSION  SERV. 
Check  before  you  buy  a  home  freezer.    New  Brunswick, 
1946.    3  p.    275.29  N46Che 

Check  food  and  service  available,  cost,  size,  mechanical 
dependability,  type  and  finish. 

PENNSYLVANIA.  STATE  COLLEGE.  SCHOOL  OF 
AGRICULTURE.  AGRICULTURAL  EXTENSION  SERV. 
Assembled-in-place  food  freezers  for  farm  families,  by 
A.  S.  Mowery  and  C.  G.  Burress.    State  College, 1949. 
21  p.,  illus.    275.2  P38As 
Table  2,  Amount  of  electrical  energy  required. 
Design  and  specifications  are  given. 
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FREEZERS— Continued. 

PRICE,  F.  E.,  and  CROPSEY,  M.  G.    Buying  or 
building  a  home  freezer.   Oreg.  Agr.  Expt.  Sta.  C    171 
16p.,  illus.    Dec. 1946.    100  Or3C 
Figure  2  shows  electrical  costs. 

REDFffiLD,  G.  M.,  and  WITZ,  R.  L.    Preservation 
of  foods  on  the  farm  by  freezing.    Ind.  Agr.  Expt.  Sta   B 
507,16  p.,  Illus.    Sept.1945.    100  In2P 

Describes  three  typical  food-freezing  units  In  use  in 
rural  homes  and  gives  operating  costs. 

STILLMAN,  G.,  and  DENNETT,  L.  C.    Selecting  a 
home  freezer     Wis.  Agr.  Col.  Ext.  Stencil  C.  294;4  ^ 
June  1949.    275.29  W75B 

c*  .  •^'^PH'^'  ^^  ^-    Freezing  foods  on  the  farm.    Pa. 
27I  29  P38C^'"'  ^®°'      P-'  '""^-    Aug.1945. 

Advantages  and  disadvantages  of  locker  plants,  home 
freezers,  and  the  refrigerated  storage  room, 
1     ,     ^"^VER,  H.  E.    The  home  frozen  food  storage 
locker.    Kans.  State  Col.  Agr.  Ext.  Rur    Electrif   7  4  n 
June  1,1948.    275.29  K13En  c-iectrif.  7,4  p. 

TARRANT,  L.    Freezing  vegetables  and  fruits  for 
home  use.    Pa.  State  Col.  Ext.  C.  252,rev.,20  p.,  Illus 
Ref.    Mar. 1945.    275.29  P38C 
Describes  types  of  freezers  and  their  care 

TAVERNETTI,  J.  R.    Construction  of  farm  re- 
frigerators and  freezers.    Calif.  Agr.  Expt.  Sta   C    387 
18  p.,  Illus.    Sept. 1948.    100  C12S 
Plans  and  specifications. 

TRACY,  P.  H.    Frozen  desserts.    III.  Agr.  Expt. 
Sta.  C.  462,28  p.,  illus.    Nov.1936.    100  IL6S 

Mentions  the  possibility  of  attaching  a  tub  freezer  to  an 
electric  motor,  or  by  means  sometimes  provided,  to  a 
cream  whipper  or  bread  mixer;  also  briefly  describes  a 
small  electric  freezer  for  use  in  the  freezing  compart- 
ment of  an  electric  refrigerator  (p.  9-10). 

Gives  suggestions  on  use  of  the  electric  refrigerator, 
including  several  recipes  for  the  purpose  (p.  15-19). 

TRESSLER,  D.  K.,  and  DUBOIS,  C.  W.    Freezing 
and  storage  of  foods  In  freezing  cabinets  and  locker 
plants.    N.  Y.  State  Agr.  Expt.  Sta.  B.  690,60  p.,  illus. 
May  1940.    100  N48 

Describes  locker  plants  and  farm  freezers,  including 
power  consumption. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECH- 
NICAL STANDARDS  DIV.    Functional  specifications  for 
home  freezer  and  storage  chest,  20  cubic  foot  capacity, 
accepted  by  Technical  Standards  Committee  "A;* 
Mar.  5,  1943.    Washington?    1944?    3  p.    1.933  F962 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECH- 
NICAL STANDARDS  DIV.   What  to  expect  from  a  farm 
freezer.    Washington?  1948.    7  p.    1.933  W553 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Estimations  of  savings  and  expenses 
when  freezing  food  in  different  types  of  equipment  as 
compared  with  canning  the  same  amount  of  food,  by  L.  N. 
Baker.    KnoxvlUe?  1944.    18  p.    173.2  T25Es 
Includes  cost  of  electricity. 

WIANT,  D.  E.,  and  others.    Planning  for  frozen 
foods.    Mich.  Agr.  Expt.  Sta.  C.  B.  198,38  p.,  illus. 
June  1946.    100  M58S 

R.  M.  Griswold,  K.  C.  Barrens,  and  L.  H.  Blakeslee, 
joint  authors. 
Types  of  freezers  are  described  (p.  8-13). 

WILSON,  E.  B.    Walk-in  freezer  construction. 
Mont.  State  Col.  Ext.  C.  182,7  p.,  illus.    May  1947. 
275.29  M76Ci 
Includes  design  and  specifications. 

WITZ,  R.  L.    North  Dakota  frozen  food  unit. 
N.  Dak.  Agr.  Col.  Ext.  C.  AE-22,11  p.,  illus.    Apr. 1947. 
275.29  N812C 

Directions  in  connection  with  home  building.  Includes 
plan  and  specifications. 

WOODROOF,  J.  G.,  and  SHELOR,  E.    Preparation 
of  frozen  foods.    Ga.  Agr.  Expt.  Sta.  B.  261,39  p.,  illus. 
Dec. 1949.    100  G29S 
Tennessee  Valley  Authority  cooperating. 
Types  of  home  cabinets  (p.  33-36). 

YUNG,  F.  D.    A  zero  storage  cabinet.    Nebr.  Agr. 
Expt.  Sta.  Agr.  Engin.  Prog.  Rpt.  12A,4  p.,  illus. 
Mar. 1946.    100  N27A 

FROST  PROTECTION 

SCHOONOVER,  W,  R.,  BROOKS,  F.  A.,  and 
WALKER,  H.  B.    Protection  of  orchards  against  frost. 
Calif.  Agr.  Col.  Ext.  C.  111,70  p.,  illus.    Apr. 1939. 
275.29  C12C 
Electricity,  p.  57-58. 


GENERATORS 

BENSON,  A.    Plans  for  construction  of  a  small 
wind-electric  plant  for  Oklahoma  farms.    Okla.  Engin 
Expt.  Sta.  P.  33,31  p.,  IHus.    June  1937.    290.9  Ok4 
nnocf.^"^^'  K-'.^.^  MCCOLLY,  H.  F.    Answers  to 
rv>i    P^^  !?"^*'i'i"^'"*^^"  generating  plants.    N.  Dak.  Agr. 
Col    Ext    A.  E.  12,2  p.    Jan.1936.    275.29  N812A 

i'lants  for  charging  electric  batteries. 
*„..       'BELONG,  H.  H.    Electric  light  and  power  systems 
for  your  home.    S.  Dak.  Agr.  Expt.  Sta.  B.  402,23  p., 
illus.    June  1950.    100  So82 

Includes  the  wind-electric  plant  and  cost  of  its 
operation  (p.  10-17). 

KLOEFFLER,  R.  G.,  and  SITZ,  E.  L.  Electric 
lep[.'IJ94".l9t9  Si-  '^"^*"-  ^^'-  ''^-  ^-  ''•''  P- 

v.H  ^A^9^'^^.'  ";  ^^  ^"'^  ^"CK-  F.  Homemade  six- 
volt  wind-electric  plants.  N.  Dak.  Agr.  Expt.  Sta  C  58 
rev.,16  p.,  illus.    Nov.1936.    100  N813 

MASSACHUSETTS.  STATE  COLLEGE.  EXTEN- 
SION SERV.    Standby  electric  generator  sets  for  rural 

m7?  ^?f^29'S8i?^'-  ^'^^  ^"^*"-  ^'^^  '''■  '''•'  P- 

For  use  during  temporary  Interruptions  of  the  electric 
power  service. 

MONSON,  O.  W.,  and  HILL,  A.  J.    Overshot  and 
current  water  wheels;  design,  construction  and  installa- 
tion for  small  power  developments  on  ranch  and  farm. 
Mont.  Agr.  Expt.  Sta.  B.  398,30  p.,  illus.    Jan. 1942. 
100  M76 
Includes  use  in  driving  electric  generators. 

MONSON,  O.  W.,  and  HILL,  A.  J.    Water  power  for 
the  farm.    Mont.  State  Col.  Ext.  B.  197,39  p.,  illus. 
May  1941.    275.29  M76C 

Describes  the  construction  and  installation  of  hydro- 
electric plants  and  mentions  various  uses  of  electricity. 

OREGON.  STATE  COLLEGE.  DEPT.  OF  CIVIL 
ENGINEERING.    A  low-head  turbine  for  farm  hydro- 
electric development.    Oreg.  Agr.  Col.  Ext.  C.  332,10  p., 
illus.    July  1939.    275.29  Or32C 

ROMNESS,  J.    Wind  power  electric  plants.    Minn. 
U.  Agr.  Ext.  Agr.  Engin.  News  Let.  23,1  p.    Feb. 15, 1943. 
275.29  M66Ag 

U.  S.  FEDERAL  POWER  COMMISSION.    Electric 
power  from  the  wind,  a  survey  by  P.  H.  Thomas. 
Washington,  1945.    57  p.,  Illus.    173  F34Epw 

Partial  contents:  The  wind— its  characteristics  as  a 
source  of  power,  p.  3-15;  Practical  utilization  of  wind 
power  in  extensive  utility  systems  -  firming  by  hydro 
storage,  p.  15-24;  Typical  designs  of  twin  wheel  aero- 
generators,  p.  25-27;  Indicated  economics  of  electric 
power  from  the  wind,  p.  27-32;  Topography  of  sites  best 
adapted  to  wind  power  installations,  p.  34-36. 

GRINDSTONES 

FOULKROD,  G.  M.    Power  for  the  grindstone. 
N.  H.  Agr.  Expt.  Sta.  C.  70,14  p.,  Illus.    Dec.  1945. 
100  N45 
Design  and  specifications. 

ROEHL,  L.  M.  Grinding  the  farm  tools.  N.  Y. 
Agr.  Col.  Cornell  Ext.  B.  378,32  p.,  illus.  May  1947. 
275.29  N48E 

Includes  instructions  for  making  a  motor-driven 
grindstone. 

HEATERS  -  GENERAL 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION.  SERV.    Do  you  need  a  "hot  spot?" 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  60,2  p., 
illus.    Dec. 1944.    275.29  Idl3Ir 

Describes  use  of  the  R-40  heat  bulb  for  lamb  brooders, 
water  heaters,  and  similar  equipment. 

KNIGHT,  W.  H.,  and  MARTIN,  J.  W.    Electric 
heating  for  the  farm.    Idaho.  Agr.  Col.  Ext.  Farm 
Electrif.  L.  8,4  p.,  illus.    Dec. 15, 1949.    275.29  Idl3Fa 

Describes  several  uses  of  heaters. 

HEATERS  -  HOUSE 

ACHENBACH,  P.  R.    Temperatures  in  a  test 
bungalow  with  some  radiant  and  jacketed  space  heaters. 
U.  S.  Natl.  Bur.  Standards.  Bldg.  Mater.  &  Structures 
Rpt.  BMS  114,44  p.,  illus.   Ref.    Jan.28,1949. 
157.88  B862 

Ch.  13,  Effect  of  circulating  fan;  Ch.  14,  Performance  of 
space  heaters  with  Integral  fans. 
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HEATERS  -  HOUSE— Continued. 


HEATERS  -  WATER— continued. 


DANA,  H.  J.,  and  LYLE,  R.  E.  Characteristics  of 
heat  storage  in  domestic  electric  heating.  Wash.  Engin. 
Expt.  Sta.  B.  49,44  p.,  illus.   Oct.1936.    290.9  W272 

DANA,  H.  J.    Domestic  electrical  heating  at 
Grand  Coulee  Dam.   Wash.  Engin.  Expt.  Sta,  B.  63,29  p., 
illus.    Feb.15,1940.   290.9  W272 

Electric  heating  of  residences  -  summary,  by  H.  V. 
Carpenter  and  H.  J,  Dana  (p.  22-29). 

DANA,  H.  J.,  and  EMBURY,  W.  D.    Electric 
house  heating  at  Washington  State  College.   Wash.  Engin. 
Expt.  Sta.  B.  72,19  p.,  illus.    Ref.  Dec. 1948.    290.8  W272 

A  study  of  electric  heating  in  30  homes,  including  one 
with  radiant  panel  heating,  for  purpose  of  determining 
feasibility  of  a  domestic  heating  service  by  power 
companies. 

DANA,  H.  J.,  and  LYLE,  R.  E.    The  feasibility  of 
using  a  heat  storage  device  for  domestic  heating  with 
electricity.    Wash.  Engin.  Expt.  Sta.  B.  46,18  p.,  illus. 
Ref.    July  1935.    290.9  W272 

DANA,  H.  J.    Typical  design  problems  on  the 
residential  heat  pump.   Wash.  Engin.  Expt.  Sta.  B.  73, 
36  p.,  illus.    July  1949.    290.9  W272 
Most  common  source  of  power  Is  the  electric  motor. 
DORISY,  C.  E.,  and  BRADFIELD,  J.  L.    Residence 
electric  heating  as  a  potential  market  for  hydro-electric 
power.    Olympia,  Wash.  State  Planning  Council,  1937. 
51  p.,  illus.    280.7  W27Res 
Includes  farm  use  in  Washington. 

GOETHE,  S.  P.  Reverse  cycle  refrigeration  for 
heating  in  the  South.  Fla.  Engin.  6  Indus.  Expt.  Sta.  B. 
14,48  p.,  illus.    Ref.    June  1947.    290.9  F66 

Includes  operating  costs  with  electrically  driven 
compressors. 

KRATZ,  A.  P.,  and  HARRIS,  W.  S.    A  study  of 
radiant  baseboard  heating  in  the  I-B-R  research  home. 
A  report  of  an  investigation  conducted  by  the  Engineering 
Experiment  Station,  University  of  Illinois  in  cooperation 
with  the  Institute  of  Boiler  and  Radiator  Manufacturers, 
m.  U.  Engin.  Expt.  Sta.  B.  Ser.  358,30  p.,  illus.    Aug. 30, 
1945.    290.9  I162B 
Gas  heat  electric  control. 

MAGNUSSON,  C.  E.    Electric  power  markets  in 
Washington,  I,  Electric  heating  of  residences.    Wash. 
Engin.  Expt.  Sta.  B.  93,35  p.    Ref.    Feb.1937.    Pub. 
Roads  Libr. 

Reports  a  study  of  the  heating  of  residences  in  Seattle, 
including  costs, 

PENROD,  E.  B.    Development  of  the  heat  pump. 
Ky.  Engin.  Expt.  Sta.  B.  4,78  p.,  illus.    Ref.    June  1947. 
Pub.  Roads  Libr. 

The  heat  pump  electrically  driven^may  be  used  for  air 
conditioning,  bo^h  heating  and  cooling. 

SLEGEL,  L.    Electric  and  other  types  of  house 
heating  systems.    Oreg.  Engin.  Expt.  Sta.  C.  Ser.  9, 
51  p.,  illus.    Ref.    July  1946.    290.9  Or33C 

SMITH,  G.  S.,  CHRISTENSEN,  H.,  and  PRESSON, 
A.    The  heat  pump  for  residential  heating.  I.  Economics 
and  operating  characteristics.    Wash.  Engin.  Expt.  Sta. 
Tech.  Note  6,23  p.,  illus.    Ref.    1948.    U.  Wash.  Libr. 

Compares  operating  cost  of  the  heat  pump  with  that  of 
other  types  of  electric  heating.  The  pump  can  also  be 
used  for  cooling. 

U.  S.  NATIONAL  BUR.  OF  STANDARDS.    Do- 
mestic heating  and  air  conditioning.    U.  S.  Natl.  Bur. 
Standards.  Let.  C.  LC649,13  p.    May  20,1941.    157.88  L56 

A  table  (p.  4)  gives  comparative  value  and  cost  of  dif- 
ferent methods  of  heating  including  electricity.  Discusses 
air  conditioning  using  electric  motor  and  the  fan  for  the 
desert-type  cooler  and  the  attic -ventilating  system 
(p.  11-13). 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECH- 
NICAL STANDARDS  DIV.    Equipment  for  electric  radiant 
house  heating.    Washington,  1950.    10  p.    1.933  Eq53 

Includes  estimated  cost  compared  with  other  types  of 
heating. 

HEATERS  —  WATER 

BERESFORD,  H.    Winter  feeding  needs  warm 
water.    Idaho.  Agr.  Col.  Ext.  Idaho  Rur.  Electrif.  Prog. 
[11], 2  p.,  illus.    Nov. 1940.    275.29  Idl3Ir 
Mentions  types  of  electric  heaters  and  costs. 

BLAUSER,  I.  P.    Electric  dairy  water  heaters. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  28,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BLAUSER,  I.  P.    Electric  water  heaters.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  13,1  p.,  illus.    1940? 
275.29  Oh32Rec 


BLAUSER,  I.  P.    Electric  water  warmers  for 
poultry.    Ohio.  Agr.  Col.  Ext.  R.  E.  C.  34,1  p.,  illus. 
1943?    275.29  Oh32Rec 

BLAUSER,  I.  P.   Stock  tank  water  warmers.   Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  21,1  p.,  illus.    1943? 
275.29  Oh32Rec 

COURTNEY,  W.  D.,  BREAKEY,  E.  P.,  and  STITT, 
L.  L.    Hot-water  tanks  for  treating  bulbs  and  other  plant 
materials.    Wash.  Agr.  Expt.  Sta.  Pop.  B.  184,16  p., 
illus.    Jan.  1947.    100  W27E 

Small  portable  tanks  use  electric  immersion  heaters, 
for  which  plans  are  given  (p.  14).  The  propellers  for 
agitation,  briefly  described  (p.  9),  are  driven  by  electric 
motors. 

DOBIE,  J.  B.    Electrical  heating  of  water  for  live- 
stock.   Wash.  Agr.  Expt.  Sta.  Pop.  B.  182,11  p.,  illus. 
Nov. 1945.    100W27E 

Design  and  specifications  of  the  heater-box  unit,  p.  6; 
Bill  of  materials  with  cost,  p.  11. 

FORE,  J.  M.,  and  HIENTON,  T.  E.  Experiments 
with  electric  water  heaters  for  dairy  farms.  Ind.  Agr. 
Expt.  Sta.  B.  447,12  p.,  illus.    Dec. 1939.    100  In2P 

FOSTER,  G.  H.  Electrically  heated  waterers  for 
livestock.  Ind.  Agr.  Expt.  Sta.  C.  298,8  p.,  illus.  June 
1944.    100In2P  ^     ^        , 

GUNNESS,  C.  I.    Electric  water  heaters  for 
dairies.    Mass.  State  Col.  Ext.  Engin.  Ext.  Ser.  19,1  p. 
1933?    275.29  M381En 
Gives  efficiency  and  current  consumption  of  two  types. 
HOFF,  P.  R.,  and  HURD,  L.  M.    Home-built  labor 
savers  for  poultry  keepers.    N.  Y.  Agr.  Col.  Cornell  Ext. 
B.  504,8  p.,  illus.    May  1943.    275.29  N48E 
Includes  an  electric  water  warmer. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Water  for  winter  production. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  47,2  p., 
illus.    Nov.1943.    275.29  Idl3Ir 
Electrical  equipment  for  heating  water. 

roAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Winter  water.    Idaho.  Agr. 
Col.  Ext.  Rur.  Electrif.  Ext.  L.  70,2  p.,  illus.    Oct. 1945. 
275.29  Idl3Ir 
Use  of  electricity  for  heating  water  for  livestock. 

NEW  JERSEY.  STATE  COLLEGE  OF  AGRICUL- 
TURE AND  MECHANIC  ARTS.  EXTENSION  SERV. 
Electric  lamp  poultry  water  heater.    N.  J.  Agr.  Col.  Ext. 
4-H  Shop  Work  Sheet  22,2  p.,  illus.    Mar. 1943. 
275.29  N46Fs 

REED,  R.  H.    Heating  systems  for  apple-washing 
machines.    Hi.  Agr.  Expt.  Sta.  C.  457,37  p.,  illus. 
July  1936.    100  IL6S 
Electric  systems,  p.  7-10. 

RICKETTS,  R.,  CLARK,  M.,  and  REGAN,  M.  J. 
Home  made  stock  tank  heaters.    Mo.  Agr.  Col.  Ext.  C. 
484,4  p.,  illus.    Jan.1943.    275.29  M69C 

TURNER,  C.  N.    Electric  heating  cable  for  a 
poultry  water  supply.    N.  Y.  Agr.  Col.  Cornell  Ext.  B. 
734,16  p.,  illus.    Mar. 1948.    275.29  N48E 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Keep 
'em  drinking  and  avoid  winter  production  slump.    Wash- 
ington? 1942?    4  p.,  illus.    1  R88L 
Electric  water-warming  equipment. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Make  it 
yourself  and  make  money;  the  electric  stock  tank  water 
heater.    Washington,  1940.    8  p. -folder,  illus.    (Form 
642-U)    1  R88M  [no.  4] 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Off- 
peak  control  of  water  heaters  on  rural  power  systems. 
Washington,  1949.    66  p.,  illus.    1  R880P 

Detailed  studies  of  two  distributing  centers  to  test 
feasibility  of  application  of  water  heater  control  equip- 
ment and  to  discover  type  of  heater  that  maintains  a 
sufficient  hot  water  supply,  even  though  cut  off  during  the 
evening  peak  load. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    TECH- 
NICAL STANDARDS  DIV.    Electric  water  heater  investi- 
gation (Ohio  95  Franklin).  Final  report.    Washington? 
1949.    13  p.    1.933  EL235 
Ohio  Midland  Light  and  Power  Co.  cooperating. 
Reports  finding  as  to  energy  consumption,  size  of 
heaters,  number  in  use,  1941-48,  and  effects  of  size, 
number  of  persons,  use  habits,  supplemental  heating,  and 
higher  water  temperatures  on  energy  consumption. 

VIRGINIA.  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Homemade  electric  poultry 
water  warmer.    Va.  Polytech.  Inst.  Ext.  C.  488,1  p.,  illus. 
Dec. 1949.    275.29  V81C 
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HEATERS  -  WATER— Continued. 

YUNG,  F.  D.    An  automatically  heated  stock 
■watering  trough.    Nebr.  Agr.  Expt.  Sta.  Agr.  Engln.  Prog. 
Rpt.  15,6  p.,  lllus.    Nov.1946.    100  N27A 
Includes  design  and  specifications. 

YUNG,  F.  D.    Tank  heater  studies.    Nebr.  Agr. 
Expt.  Sta.  Agr.  Engin.  Prog.  Rpt.  7,10  p.,  illus.    Nov. 
1940.    100  N27A 
In  connection  with  livestock  water  tanks. 

HOISTS 

BLAUSER,  I.  P.  Electric  hay  hoists.  Ohio.  Agr. 
Col.  Ext.  R.  E.  C.  38,1  p.,  illus.    1943?    275.29  Oh32Rec 

BLAUSER,  I.  P.    Portable  grain  elevators.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  54,1  p.,  illus.    1944? 
275.29  Oh32Rec 

DOBIE,  J.  B.  The  electric  hay  hoist.  Calif.  Agr. 
Col.  Ext.  C.  139,11  p.,  illus.    Sept.1947.    275.29  C12C 

GARVER,  H.  L.    Home-made  electric  hay  hoists. 
Wash.  State  Col.  Ext.  B.  206,4  p.,  illus.    Apr. 1935. 
275.29  W27P 
Designs  and  specifications  of  two  types. 

GOWDER,  M.  T.  Baled  hay  elevator.  Tenn.  Agr. 
Col.  Ext.  Spec.  C.  233,2  p.,  illus.    Aug. 1945.    275.29  T25C 

Includes  design  and  specifications  for  an  elevator 
driven  by  an  electric  motor. 

HICKERSON,  R.  B.    Portable  grain  elevator.    Tex. 
Agr.  Col.  Ext.  L.46,1  p.,  illus.    Dec. 1945.    275.29  T313 
Operatedjjy  an  electric  motor.  Design  and  Specifica- 
tions. 

ILLINOIS.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    A  small  baled  hay  elevator. 
m.  Agr.  Col.  Ext.  AEng.  401,2  p.,  illus.    Sept. 3, 1943. 
275.29  IL62Pa 

Contains  three  sketches  showing  motor  installation 
detail. 

KNIGHT,  R.  S.    Labor  saving  equipment  from  your 
own  farm  shop.  Hay  elevator  portable.    Kans.  State  Col. 
Agr.  Ext.  Farm  Built  Plan  17,2  p.,  illus.    Aug. 1946. 
275.29  K13L 
Uses  an  electric  motor.  Plan  given. 

KNIGHT,  R.  S.    Labor  saving  equipment  from  your 
own  farm  shop.  Lightweight  hay  elevators.    Kans.  State 
Col.  Agr.  Ext.  Farm  Built  Plan  16,2  p.,  illus.    Aug.1946. 
275.29  K13L 
Uses  an  electric  motor.  Plan  given. 

KREWATCH,  A.  V.,  and  GIENGER,  G.  W.    Farm 
elevator  for  ear  corn,  baled  hay,  and  small  grains. 
Md.  U.  Ext.  Agr.  Engin.  Ser.  2,4  p.,  illus.    Jan.1947. 
275.29  M36Ae 

Gives  horsepower  of  motor  in  relation  to  work  load 
and  directions  for  mounting  it. 

LOPER,  R.  M.,  and  LARSEN,  L.  F.    Homemade 
portable  elevator.    Nebr.  Agr.  Col.  Ext.  Agr.  Engin. 
Inform.  Ser.  19,10  p.,  illus.    Feb,1945.    275.29  N272Age 
Includes  data,  with  illustrations,  on  the  electric  motor, 
giving,  under  bill  of  materials,  the  type  to  use. 

STEWART,  G.  H.    Electric  ear-corn  elevator. 
Clemson  Agr.  Col.  S.  C.  Ext.  C.  300,6  p.-folder,  illus. 
July  1947.    275.29  So8E 
Design  and  specifications. 

HOT  PLATES 

BE  ALL,  T.  The  electric  "hot  plate."  Ohio.  Agr. 
Col.  Ext.  R.  E.  C.  16,1  p.,  illus.    1940?    275.29  Oh32Rec 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Care 
and  use  of  your  electric  hot  plate.  U.  S.  Rur.  Electrif. 
Admin.  [Care  &  Use  1]  5  p.-folder,  illus.    1942?    1  RBBCa 

HOTBEDS 

BALCH,  W.  B.,  and  FENTON,  F.  C.    Hotbeds  for 
Kansas.    Kans.  Agr.  Expt.  Sta.  C.  183,29  p.,  illus. 
Sept.1937.    100  K13S 

Electrically-heated  hotbeds  are  discussed  and  com- 
pared with  the  flue-heated  ones  (p.  10-19). 

BEATTIE,  W.  R.    Hotbeds  and  coldframes. 
U.  S.  D.  A.  Farmers'  B.  1743, rev. ,28  p.,  illus. 
Aug.1941.    1  Ag84F 
Electric  heating  of  beds  and  plant  houses,  p.  12-16. 
BERESFORD,  H.    Lamp  bulbs  bring  low  cost  heat 
for  early  plants.    Idaho.  Agr.  Col.  Ext.  Idaho  Rur. 
Electrif.  Prog.  [3]:2-4,  illus.    Mar. 1940.    275.29  Idl3Ir 
Describes  construction  of  an  electric  hotbed. 

BLAUSER,  I.  P.    Electric  hotbeds.    Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  36,1  p.,  illus.    1943?    275.29  Oh32Rec 


HOTBEDS--Continued. 

BROWN,  H.  D.,  and  BOYD,  J.  H.    Home  garden  hot- 
beds.   Ohio.  Agr.  Col.  Ext.  B.  205,4  p.,  illus.    Jan. 1940 
275.29  Oh32 
Includes  plan  of  an  electrically-heated  bed. 

CRAWFORD,  P.  A.,  JR.,  and  KINARD,  D.  T. 
Electric  hotbeds  for  sweet  potato  slips.    Ga.  Agr    Col 
Ext.  B.  533,rev.,12  p.    Mar. 1949.    275.29  G29B 

HIENTON,  T.  E.,  and  MACGILLIVRAY,  J.  H. 
Electric  soil  heating  for  hotbeds.    Ind.  Agr.  Expt.  Sta.  C. 
226,16  p.,  illus.    Nov.1936.    100  In2P 

HUNTER,  F.  M.,  and  MONOSMITH,  R.  O.    Propa- 
gating and  growing  plants  with  electric  heat.    Miss. 
State  Col.  Ext.  B.  106,40  p.,  illus.    June  1939. 
275.29  M68 
Includes  construction  of  the  electric  hotbed. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Hotbed  and  coldframe. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  62,4  p.,  illus. 
Feb.1945.    275.29  Idl3Ir 
Consists  chiefly  of  designs  and  specifications. 

KRUEGER,  W.  C.    Electric  hotbeds.    N.  J.  Agr.  Col, 
Ext.  B.  171,16  p.,  illus.    Feb.1936.    275.29  N46 

MARSDEN,  T.  A.,  JR.,  and  HEPLER,  J.  R.    Hotbeds 
and  cold  frames.    N.  H.  U.  Ext.  C.  214,4  p.,  illus.    June 
1938.    275.29  N45C 
Mentions  use  of  electric  cable. 

PENNSYLVANIA  JOINT  COMMITTEE  ON  RURAL 
ELECTRIFICATION.    Electric  soil  heating  for  hotbeds, 
germinators  and  cutting  benches.    Harrisburg,1935. 
4  p.,.  illus.    335  P382P 

PHAGEN,  C.  v.,  and  STEWART,  G.  H.    Electric 
hotbed  for  South  Carolina.    Clemson  Agr.  Col.  S.  C.  Agr. 
Engin.  L.  32,7  p.,  illus.    Jan. 1941.    275.29  So8Ae 
Design  and  specifications. 

PHAGEN,  C.  V.    Electric  hotbeds  for  sweet 
potatoes.    Clemson  Agr.  Col.  S.  C.  Ext.  Agr.  Engln.  L. 
50,2  p.,  illus.    Mar. 1942.    275.29  So8Ae 

POST,  K.    Structures  for  starting  and  growing 
ornamental  plants.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  468, 
22  p.,  illus.    Aug.1941.    275.29  N48E 

Illustrations  show  construction  of  electrically  heated 
coldframes  and  hotbeds. 

RALEIGH,  G.  J.    Starting  vegetable  plants.    N.  Y. 
Agr.  Col.  Cornell  Ext.  B.  448, rev. ,24  p.,  illus.    Feb. 1947. 
275.29  N48E 
Electrically  heated  bedSj  p.  7. 

ROBERTS,  J.,  and  WADSWORTH,  S.  E.    The  all- 
electric  greenhouse.   Wash.  Agr.  Expt.  Sta.  B.  404,22  p., 
illus.    Sept. 1941.    100  W27E 
Includes  plans  and  specifications. 

ROSBOROUGH,  J.  F.,  and  BENTLEY,  M.  R.    Hot- 
beds for  home  gardens.    Tex.  Agr.  Col.  Ext.  C.  110, rev., 
4  p.    Mar. 1941.    275.29  T312C 
Contains  a  paragraph  on  electric  hotbeds. 

SCHNEIDER,  G.  W.,  and  FITE,  A.  B.    Hotbeds  and 
coldframes.    N.  Mex.  Agr.  Col.  Ext.  C.  164, rev. ,15  p., 
illus.    Feb. 1944.    275.29  N463E 
Electric  hotbeds  (p.  8-10). 

SEATON,  H.  L.,  WIANT,  D.  E.,  and  MUNCIE,  J.  H. 
Hotbeds  and  coldframes,  including  principles  of  plant 
growing.    Mich.  State  Col.  Ext.  B.  E-20,rev.,32  p.,  illus. 
Feb. 1942.    275.29  M58B 

Includes  instructions  for  construction  of  electric  hot- 
beds. 

STOUT,  G.  J.,  and  others.    Methods  of  heating 
hotbeds.    Pa.  Agr.  Expt.  Sta.  B.  338,22  p.,  illus.    Ref. 
Oct.1936.    100  P381 

J.  E.  Nicholas,  W.  B.  Mack,  and  D.  C.  Sprague,  joint 
authors. 

Experiments  comparing  electric  and  other  types  of 
heating. 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV.  OF  EXTENSION.    Two  sash  electric  hot- 
bed.   Tenn.  Agr.  Col.  Ext.  Spec.  C.  207,2  p.,  illus.    Feb. 
1944.    275.29  T25C 
Plans  and  specifications. 

TEXAS.  AGRICULTURAL  AND  MECHANICAL  COL- 
LEGE. AGRICULTURAL  EXTENSION  SERV.    A  lamp 
heated  electric  hotbed,  by  J.  F.  Rosborough  and  P.  T. 
Montfort.    College  Station,  1945?    4  p.,  illus.    275.2  T31E 
Design  and  specifications. 

U.  S.  BUR.  OF  PLANT  INDUSTRY,  SOILS,  AND 
AGRICULTURAL  ENGINEERING.    Plant  propagation 
under  fluorescent  light,  by  V.  T.  Stoutemyer  and  A.  W. 
Close.    Rev.  Beltsville,  Md.,  1946.    5  p.,  illus. 
1.965  A2P692 

Design  and  specifications  for  a  case  lighted  and  heated 
by  electricity. 
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HOTBEDS— Continued. 

U,  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Hotbeds  .heated  electrically.   KnoxvlUe, 
1943?    2  p.,  lllus.    173.2  T25Hot 
Heated  with  light  bulbs  or  with  electric  cable. 

VINCENT,  C.  L.,  and  CARVER,  H.  L.    Hotbed  con- 
struction; electric  and  manure  types.    Wash,  State  Col. 
Ext.  B.  203,12  p.,  lllus.    Apr. 1935.    275.29  W27P 

WARD,  W.  B.   Hotbed  construction  and  manage- 
ment.   Purdue  U.  Agr.  Ext.  B.  270,8  p.,  lllus.   Nov.1941, 
275  29  In2E 
Briefly  describes  the  electrically  heated  hotbed  (p.  6). 

WILKINSON,  A.  E.   Hotbeds.    Conn.  Agr.  Col.  Ext. 
B.  322,31  p.,  lllus.    Jan.1942.    275.29  C76 

Describes  electrically  heated  hotbeds  of  two  types,  the 
heating  cable  and  the  light  bulb,  including  designs  and 
specifications  (p.  14-19). 

ZERFOSS,  G.  E.,  and  STRAND,  A.  B.    Electric  light 
bulbs  as  a  source  of  heat  for  hotbeds.    Tenn.  Agr.  Expt. 
Sta.  B.  190.13  p.,  lllus.    Feb.1944.    100  T25S 

INSECT  TRAPS 

EYER,  J.  R.    Ten  years'  experiments  with  codling 
moth  bait  traps,  light  traps,  and  trap  bands.    N.  Mex. 
Agr.  Expt.  Sta.  B.  253,67  p.,  lllus.    Ref.   Oct.1937. 
100  N465 

Discusses  electric  light  traps,  some  of  which  are 
equipped  with  electric  grids  and  suction  fans  (p.  47-56). 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.   Stop  fly  sabotage.    Idaho. 
Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  31,2  p.,  illus. 
July  1,1942.    275.29  Idl3Ir 
Includes  electric  traps. 

TURNER,  A.  W.    Head  In  the  clouds,  feet  on  the 
ground.   Washington?    U.  S.  Bur.  Plant  Indus.,  Soils,  & 
Agr.  Engin.,  1948.    8  p.    1.965  A2T85 

Address  before  the  National  Rural  Electric  Cooperative 
Association,  Chicago,  Mar.  10,  1948. 

Describes  developments  in  experiments  with  light  traps 
for  insects  and  mentions  other  uses  of  electricity. 


IRONS  AND  mONERS 


Col. 


Ext. 


BEALL,  T.    The  electric  ironer.    Ohio.  Agr. 
R.  E.  11,1  p.,  illus.    1940?    275.29  Oh32Rec 
BEALL,  T.    Use  and  care  of  the  electric  Iron. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  42,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BEARD,  R.  M.,  and  BEALL,  T.  Are  you  buying  an 
electric  power  ironer?  Ohio.  Agr.  Col.  Ext.  B.  179,8  p. 
July  1936.    275.29  Oh32 

BEARD,  R.  M.   When  you  buy  your  power  Ironer. 
Ohio.  Agr.  Col.  Ext.  B.  277,4  p.,  lllus.    Mar. 1947. 
.275.29  Oh32 

BEATTY,  C.  A.    Convenient  Ironing  equipment. 
Vt.  Agr.  Col.  Ext.  Brieflet  820,6  p.,  lllus.    1949? 
275.29  V59E 
Describes  types  of  electric  Irons  and  ironers. 

MCCORDIC,  M.  P.,  and  YOUNG,  L.  A.  Ironing 
made  easier.  Wis.  Agr.  Col.  Ext.  Spec.  C.,rev.,8  p.- 
folder,  illus.    Oct. 1946.    275.29  W75S 

Brief  directions  as  to  the  electric  Iron  and  ironer 
(p.  3-4). 

OHIO.  STATE  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. EXTENSION  SERV.    Keep  'em  going  for  the 
duration;  some  do's  and  don'ts  to  help  conserve  your 
electric  hand  iron  and  maintain  Its  continued  efficiency, 
by  R.  M.  Beard.    Columbus,  1942.    6  p. -folder. 
275.2  Oh32Kei 

POTTER,  P.  B.,  and  BASS,  F.  H.    Selection  and  use 
of  the  electric  iron.   Va.  Agr.  Expt.  Sta.  B.  307,30  p., 
illus.    Mar. 1937.    100  V81S 

SOMMERFELD,  E.    If  you're  buying  an  electric 
iron.   Vt.  Agr.  Col.  Ext.  Brieflet  574,11  p.,  lllus.    Ref. 
275  29  V59E 

U.  S.  BUR.  OF  HOME  ECONOMICS.    Electric  irons; 
points  to  consider  before  selecting.   Washington,  1942. 
4  D     1  982  H2EL21 

il.  S.  BUR.  OF  HOME  ECONOMICS.    How  to  make 
your  Ironing  equipment  last  longer.    U.  S.  D.  A.  AWI-11, 
8  p. -folder,  illus.    Nov. 1942.    1  Ag84Aw 
U.  S.  Office  of  Price  Administration  cooperating. 

U.S.  RURAL  ELECTRIFICATION  ADMIN.    Care 
and  use  of  your  electric  iron.    U.  S.  Rur.  Electrif. 
Admin.  [Care  &  Use  21,6  p.-folder,  illus.    1943?    1  R88Ca 
WARD,  G.  J.   What  the  homemaker  should  consider 
in  buying  an  electric  iron.    111.  Agr.  Col.  111.  Ext. 
HEE  3008,2  p.    June  1941.    275.29  IL62Phee 


IRONS  AND  IRONERS— Continued. 

WILLIAMS,  D.  E,   Your  Ironing  center.   Ark.  Agr. 
Col.  Ext.  Ark.  Misc.  P.  27,6  p.,  lllus,    1949? 
275.29  Ar4Ml 
Lists  twelve  Important  features  of  the  electric  Iron. 
WILSON,  M.,  and  SHIVELY,  S.    Planning  a  center 
for  hand  ironing.    Or  eg.  Agr.  Expt.  Sta.  C.  179,20  p. 
Aug.1949.    100  Or3 

Points  to  check  In  selecting  an  electric  Iron,  locating 
the  outlet,  and  deciding  upon  the  length  of  cord. 

IRRIGATION 

BLAUSER,  I.  P.    Farm  garden  Irrigation.   Ohio. 
Agr.  Col.  Ext.  R.  E.  C,  49,1  p.,  illus.    1943? 
275.29  Oh32Rec 

Mentions  ratio  between  pump  capacity  and  amount  of 
water  furnished. 

BLIESNER,  G.  H.   Sprinkler  irrigation.   Wash. 
State  Col.  Ext.  B.  336,20  p.,  lllus.    Mar. 1946. 
275.29  W27P 
Electric  motors  for  pumps,  p,  5. 

CHRISTIANSEN,  J.  E.   Irrigation  by  sprinkling. 
Calif.  Agr.  Expt.  Sta.  B.  670,124  p.,  lllus.   Oct.1942. 
100  C12S 
Electric  power  for  pumping  plants  Is  discussed  (p.  27). 
CODE,  W.  E.    Equipping  a  small  irrigation 
pumping  plant.   Colo.  Agr.  Expt.  Sta.  B.  433,55  p. 
Sept.1936.    100  C71 
Electric  motors  (p.  25-26). 

CURRY,  A.  S.    Farm  Irrigation  pumping  plants. 
N.  Mex.  Agr.  Expt.  Sta.  B.  237,44  p.,  illus.    Ref. 
Mar. 1936.    100  N465 

Tables  show  KWH  of  electric  current  used  to  pump 
water  under  specified  conditions  (p.  39). 

DEMPSEY.  P.  W.   Irrigation  for  vegetables.   Mass. 
U.  Agr.  Ext.  L.  246,20  p.,  lllus.    Apr. 1949. 
275.29  M381L 

Electric  motors  are  suggested  as  the  most  suitable 
source  of  power  for  operating  the  pump. 

DUFFEE,  F.  W.,  BRUHN,  H.  D.,  and  WITZEL, 
S.  A.    The  portable  rotary  sprinkler  system  of  irrigation. 
Wis.  Agr.  Col.  Ext.  Stencil  C.  183,15  p.,  illus.   Nov.1936. 
275.29  W75B 
Electric  power  required,  p.  6. 

EIER,  H.  F.,  and  SCHOENLEBER,  L.  H.  Farm 
garden  irrigation.  Kans.  State  Col.  Agr.  Ext.  C.  158, 
31  p.,  Ulus.    Aug.1942.    275.29  K13Ex 

Size  of  power  unit  giving  horsepower  required  under 
specified  conditions. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.  Electricity  serves  irriga- 
tion pumping.  Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext. 
L.  18,2  p.,  lllus.    June  1,1941.    275.29  Idl3Ir 

JENNINGS,  B.  A.   Water  supply  for  orchards. 
N.  Y.  Agr.  Col.  Ext.  B.  367,30  p.,  lllus.    Feb.1937. 
275.29  N48E 
Size  of  electric  motor  recommended  (p.  11,  17,  29). 
KULP,  M.  R.    Pumping  for  irrigation.    Idaho.  Agr. 
Col.  Ext.  Rur.  Electrif.  Prog.  [4], 2  p.,  illus.    Apr. 1940. 
275.29  IdlSIr 
Includes  costs  and  electric  power  consumption. 
LEWIS,  M.  R.   Designof  small  irrigation  pipe 
lines.   Oreg.  Agr.  Expt.  Sta.  C.  142,7  p.,  illus.    June  1941. 
100  Or3 

Gives  formula  and  table  determining  cost,  at  different 
prices,  for  electric  energy. 

PARK,  J.  K.   Rotary  spray  irrigation.   Minn.  U. 
Agr.  Ext.  Agr.  Engln.  News  Let.  110,1  p.,  lllus.   May  15, 
1941.    275.29  M66Ag 
An  electric  motor  may  be  used  for  power. 

PHAGAN,  C.  V.   Garden  irrigation  (sprinkler 
system).    Clemson  Agr.  Col.  S.  C.  Ext.  Agr.  Engin.  L. 
35,2  p.,  Ulus.    May  1942.    275.29  So8Ae 

Describes  a  sprinkler  to  be  used  with  the  electric 
household  water  system. 

ROE,  H.  B.,  and  PARK,  J.  K.   Supplemental  irriga- 
tion.   Minn.  U.  Agr.  Ext.  B.  225,24  p.,  illus.    June  1941. 
375.29  M66S 
Discusses  the  use  of  electric  motors, 

ROHWER,  C.   Design  and  operation  of  small  irriga- 
tion pumping  plants.    U.  S.  D.  A.  C.  678,78  p.,  illus. 
Ref.    Oct.1943.    1  Ag84C 
Includes  descriptions  of  electric  motors  (p.  23-28). 
ROHWER,  C,  and  LEWIS,  M.  R.    Small  irrigation 
pumping  plants.    U.  S.  D.  A.  Farmers'  B.  1857,30  p., 
illus.    Dec. 1940.    1  Ag84F 
Electric  motor,  p.  16-17. 
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IRRIGATION— Continued. 


LAMPS--Contlnue<l. 


SELBY,  W.  E.   Questions  and  answers  on  irriga- 
tion wells  and  pumping  equipment.   Kans.  State  Col.  Agr. 
Ext.  Engin.  Balanced  Farming.  Land  Reclam.  2,4  p. 
June  1948.    275.29  K13EnL 

Recommends  electric  motors  for  pumping  where 
electricity  is  available  and  gives  costs  of  operation  with 
electricity  compared  with  other  fuels. 

SMITH,  L.  J.,  and  GARVER,  H.  L.    Farm  irrigation 
pumping  systems.    Wash.  Agr.  Expt.  Sta.  B.  311,24  p., 
iUus.    Ref.    May  1935.    100  W27E 

The  Washington  Committee  on  the  Relation  of  Electric- 
ity to  Agriculture,  the  Division  of  Agricultural  Engineer- 
ing, And  the  Extension  Service  cooperating. 

SMITH,  L.  J.,  GRUNDER,  M.  S.,  and  GARVER, 
H.  L.    Pasture  Irrigation.   Wash.  Agr.  Expt.  Sta.  B.  313, 
28  p.,  illus.    May  1935.    100  W27E 

Washington  Committee  on  the  Relation  of  Electricity 
to  Agriculture,  Division  of  Agricultural  Engineering,  the 
Extension  Service,  and  the  Western  Washington 
Experiment  Station  cooperating. 

Tables  3-5  give  pumping  data  Including  total  KWH  used 
and  KWH  used  per  acre-inch  of  water  delivered.   Types 
of  motors  used  are  mentioned. 

STAEBNER,  F.  E.    Supplemental  irrigation. 
U.  S.  D.  A.  Farmers'  B.  1846,73  p.,  Illus.    Oct.1940. 
1  Ag84F 

Includes  discussion  of  the  use  of  electric  power 
(p.  18-24). 

SWINK,  E.  T.    Watering  the  farm  garden.    Va.  Agr. 
Col.  Ext.  C.  E-352,8  p.,  illus.    May  1941.    275.29  V81C 

Describes  equipment,  using  electric  farm  water 
system  (p.  5). 

Also  Issued  as  Ga.  Agr.  Col.  Ext.  C.  289.  June  1941. 
275.29  G29C;  and  Tenn.  Agr.  Col.  Ext.  P.  250.    May  1941. 
275.29  T25 

U.  S.  FARMERS  HOME  ADMIN.  ENGINEERING 
DIV.    First  aid  for  the  irrigator.    U.  S.  D.  A.  Misc.  P. 
624,44  p.,  Illus.    June  1947.    1  Ag84M 

Includes  charts  showing  types  of  pumps  and  the  power 
requirements  for  pumping. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Pump 
Irrigation  problems,  by  L.  Ludlow.  Washington?  1949. 
6  p.,  Illus.    1.933  P96 

Definitions,  calculations,  and  tabulations  to  assist  In 
solving  such  problems  as  horsepower  requirements  and 
motor  size  for  given  lift  and  rate  of  discharge,  cost  of 
power,  and  total  cost  of  pumping. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Water 
when  and  where  your  garden  needs  it.    St.  Louis? 
[1943].    2  p.,  Illus.    1  R88W 
Methods  of  Irrigating. 
Electric  pressure  pump  mentioned. 

WEAKLY,  H.  E.    Pump  Irrigation  at  the  North 
Platte  experimental  substation.   Nebr.  Agr.  Expt.  Sta.  B. 
301,12  p.,  Illus.    June  1936.    100  N27 

Electric  power  consumed,  operating  cost,  and  total 
and  average  cost,  1925-35,  are  given. 

WOOD,  I.  D.    Pump  irrigation.    Nebr.  Agr.  Col. 
Ext.  C.  754, rev., 13  p.    Ref.    Nov. 1937.    275.29  N272Ex 
Electric  motors,  p.  9. 

LAMPS 

CAMERON,  C.  F.    Lamps,  wire  size  and  voltage 
drop.    Okla.  Engln.  Expt.  Sta.  P.  62,19  p.    Jan.1947. 
290.9  Ok4 

Formulas  for  determining  correct  wire  size  and 
voltage  drop. 

COMSTOCK,  R.  B.,  and  LOPER,  R.  M.    A  home- 
made fluorescent  light  fixture,  construction  materials, 
use.    N.  Y.  Agr.  Col.  Cornell  Rur.  Housing  L.  18,15  p., 
Illus.    Sept. 1949.    275.29  N48Cr 
Design  and  specifications. 

MARYLAND.  UNIVERSITY.  EXTENSION  SERV. 
Suggestions  for  "Remodeling  old  lamps,"  by  A.  V. 
Krewatch.    College  Park,  1937.    6  p.,  illus.    275.2  M36SL 

Describes  the  construction  of  electric  reading  lamps 
and  decorative  lamps. 

MORTON,  F.  E.    Better  lighting  for  the  home. 
Pa.  State  Col.  Agr.  Ext.  C.  266,12  p.,  Illus.    Aug. 1944. 
275.29  P38C 
Selection  and  care  of  lamps. 

PEAVY,  A.    Wiring  lamps.    Ala.  Polytech.  Inst. 
Agr.  Ext.  C.  361,8  p.,  Illus.    Dec. 1947.    275.29  ALIC 

STEWART,  G.  H.    Homemade  study  lamp. 
Clemson  Agr.  Col.  S.  C.  Ext.  C.  315,6  p. -folder,  Illus. 
May  1948.    275.29  So8E 


TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV.  OF  EXTENSION.    Light  for  the  farm. 
KnoxvlUe,  1939?    24  p.,  Illus.    275.2  T25L1 
Types  of  lamps  for  specific  purposes. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Light- 
ing fixtures;  ask  to  see  the  low  cost  lighting  fixture  sets 
for  the  farm  home.    Washington,  1939.    4  p.,  Illus. 
173.2  R88Lf 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Make 
this  table  lamp.   Rev.   Washington,  1948?   2  p.,  Illus. 
1.933  M284 
Design  and  specifications. 

U.  S.  RURAL  ELECTRinCATION  ADMIN.    Making 
a  good  table  study  lamp.    St.  Louis,  n.  d.    4  p.,  Illus. 
1.933  M28 
Design  and  specifications. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Making 
light  work  for  you.    Washington,  1948.    15  p.,  illus. 
1.933  M283 
Types  of  lamps. 

LAUNDRY  APPLUNCES 

GOODMAN,  B.    Home  laundry  management.    Okla. 
Agr.  Col.  Ext.  C.  363,37  p.,  Illus.    1939.    275.29  Ok41C 

Electric  washing  machines  and  wringers  are  de- 
scribed (p.  7-11). 

GORDON,  P.  E.,  and  WILLIAMS,  E.    Laundering 
short-cuts.    N.  C.  Agr.  Col.  Ext.  Misc.  Pam.  83,8  p., 
Illus.    Apr. 1944.    275.29  N811M 

Mentions  electrical  equipment  at  different  points  In  the 
labor-saving  pattern. 

MORTON,  F.  E.    Easier  laundering.    Pa.  State  Col. 
Agr.  Ext.  C.  301,37  p.,  Illus.    Feb.1947.    275.29  P38C 
Includes  descriptions  of  electric  washing  and  Ironing 
machines  and  electric  hand  ironers;  also  points  to  con- 
sider In  selecting  them. 

O'BRIEN,  R.,  and  HOLBROOK,  H.  S.    Methods  and 
equipment  for  home  laundering.    U.  S.  D.  A.  Farmers' 

B.  1497, rev., 39  p.,  Illus.    Feb.1940.    1  Ag84F 
Includes  electric  washing  machines.  Ironing  machines, 

and  hand  Ironers. 

PERKINS,  N.  L.,  BEYER,  W.,  and  BANE,  L.    A  sur- 
vey of  some  fatigue  problems  of  rural  homemakers  with 
special  emphasis  on  home  laundering  facilities  and 
practices.    111.  Agr.  Expt.  Sta.  B.  514,79  p.,  Illus. 
Aug. 1945.    100  IL6S 
Statistics  and  comments  Include  electric  appliances. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  UTILI- 
ZATION DIV.    Washing  and  ironing  the  electric  way,  by 

C.  O.  Nale.    Washington?  1940?    18  p.    1.933  W27 
Prepared  for  use  at  demonstrations.  Describes  the 

equipment. 

LIGHTING  -  GENERAL 

BERESFORD,  H.    Electric  light  for  the  farmstead. 
Idaho.  Agr.  Col.  Ext.  Idaho  Rur.  Electrlf.  Prog.  10,4  p., 
Illus.    Oct.1940.    275.29  ldl3Ir 

COOVER,  M.  S.    Suggestions  for  lighting  the  rural 
schoolhouse.    Iowa.  State  Col.  Engln.  Ext.  Serv.  B.  116, 
15  p.,  illus.    Dec. 28, 1938.    280.9  Io94 

HAMON,  R.  L.    Lighting  schoolrooms.    U.  S.  Off. 
Educ.  Pam.  104,17  p.    Ref.    1947.    156.3  P19 
Artificial  illumination,  p.  13-17. 

HUFF,  K.  B.    Farm  lighting.    Mo.  Agr.  Col.  Ext. 
Serv.  C.  374,14  p.,  Illus.    Jan. 1938.    275.29  M69C 

KELLEY,  M.  A.  R.,  and  KREWATCH,  A.  V.    Prog- 
ress report  of  studies  on  artificial  lighting  of  dairy 
stables.    U.  S.  Bur.  Agr.  Chem.  &  Engln.  ACE-56,13  p., 
Illus.    1940.    1.932  A2G8  ,  „       ,     ., 

Prepared  in  cooperation  with  University  of  Maryland. 
KREWATCH,  A.  V.    Recommended  farm  lighting 
practices.    Md.  U.  Agr.  Ext.  Rur.  Electrlf.  Ser.  5,  8  p., 
Illus.    Mar. 1937.    275.29  M36R  _       , 

POESCH.G.  H.,  and  LAURIE,  A.    Use  of  artificial 
light  and  reduction  of  the  daylight  period  for  flowering 
plants  in  the  greenhouse.    Ohio.  Agr.  Expt.  Sta.  B.  559, 
43  p.,  illus.    Nov. 1935.    100  Oh3S 

Gives  recommendations  for  greenhouses  of  five  dif- 
ferent sizes  and  Includes  a  section  dealing  with  tests  on 
house  plants.  „  .  ^„» 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV.  OF  EXTENSION.    Panel  discussion, 
rural  electric  lighting.    Tenn.  Agr.  Col.  Ext.  Spec.  C.  51, 
6  p.    Feb.1937.    275.29  T25C 
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LIGHTING  -  GENERAL— Continued. 

U.  S.  BUR.  OF  AGRICULTURAL  CHEMISTRY  AND 
ENGINEERING.    Electric  light  for  the  farmstead. 
U.  S.  D.  A.  Farmers'  B.  1838,61  p.,  illus.    July  1940. 
1  Ag84F 
U.  S.  Bur.  of  Home  Economics  cooperating. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Care 
and  use  of  lighting  equipment.    U.  S.  Rur.  Electrif. 
Admin.  [Care  6  Use  31,6  p.-folder,  illus.    1943? 
1  R88Ca 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Lighting 
equipment  for  the  farm  and  farm  home.   Washington, 
1939.  4  p.,  illus.    173.2  R88Li 

VERMONT.  UNIVERSITY  AND  STATE  AGRICUL- 
TURAL COLLEGE.  EXTENSION  SERV.    Recommended 
lighting  practices  for  the  farm  home  and  farm  buildings. 
Vt.  Agr.  Col.  Ext.  Brieflet  445,11  p.,  illus.    Oct. 1936. 
275.29  V59E 

Prepared  from  the  Report  of  the  Committee  on  Use  of 
Electric  Lights  in  Agriculture,  Rural  Electric  Division, 
American  Society  of  Agricultural  Engineers, 
June  22,  1936. 

WTTHROW,  A.  P.    Artificial  lighting  for  forcing 
greenhouse  crops.    Ind.  Agr.  Expt.  Sta.  B.  533,27  p., 
illus.    Ref.    Aug. 1948.    100  In2P 

WRIGHT,  F.  E.    Home  and  school  lighting.    N.  Y. 
Agr.  Col.  Cornell  Ext.  B.  374,31  p.,  illus.    June  1937. 
275.29  N48E 

LIGHTING  -  FARMHOUSE 

ALASKA.  UNIVERSITY.  EXTENSION  SERV.    Better 
home  lighting.    College,  1938.    8  p.,  illus.    Ref. 
275.29  AL13He 

BERESFORD,  H.    More  light  for  the  farm  home. 
Idaho.  Agr.  Col.  Ext.  Idaho  Rur.  Electrif.  Prog.  [91,4  p., 
illus.    Sept.1940.    275.29  Idl3Ir 

BIEBRICHER,  A.,  and  BLAUSER,  I.  P.  Lighting 
the  farm  home.  Ohio.  U.  Agr.  Ext.  Serv.  B.  192,28  p., 
illus.    June  1940.    275.29  Oh32 

BLAUSER,  I.  P.    Rules  for  good  lighting.    Ohio. 
Agr.  Col.  Ext.  RE  8,1  p.,  illus.    1940?    275.29  Oh32Rec 

BROOKS,  C.  P.    Good  lighting  for  the  home.    Vt. 
Agr.  Col.  Ext.  Brieflet  588,12  p.,  illus.    Ref.    Feb.1941. 
275.29  V59E 

COBB,  E.  M.    Lighting  the  home  with  electricity. 
Maine.  Agr.  Col.  Ext.  B.  268,16  p.,  illus.    Dec. 1939. 
275.29  M281B 

GOODMAN,  B.    Planning  modern  farm  kitchens. 
Okla.  Agr.  Col.  Ext.  C.  355,27  p.,  illus.    1938? 
275.29  Ok41C 
Artificial  lighting,  p.  5-7. 

IOWA.  STATE  COLLEGE  OF  AGRICULTURE  AND 
MECHANIC  ARTS.  EXTENSION  SERV.    Electric  lighting 
for  the  home,  by  I.  D.  Garner  and  D.  Simmons.    Ames, 
1939.    16  p.,  illus.    275.2  Io92EL 

KRAEHENBUEHL,  J.  O.    An  investigation  of 
student  study  lighting.    111.  U.  Engin.  Expt.  Sta.  C.  28, 
35  p.,  illus.    Mar. 1937.    290.9  IL62 

KREWATCH,  A.  V.    Better  light  for  Maryland 
farm  homes.    Md.  U.  Agr.  Ext.  Rur.  Electrif.  Ser.  3, 
5  p.,  illus.    Feb. 1937.    275.29  M36R 

MCDUFFIE,  V.  A.    Home  lighting.    Okla.  Agr.  Col. 
Ext.  C.  439,31  p.,  illus.    1947?    275.29  Ok41C 

MINNESOTA.  UNIVERSITY.  DEPT.  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  DIV.    Lighting  the 
home.    Minn.  U.  Agr.  Ext.  HM-65,7  p.,  illus.    Ref. 
June  1936.    275.29  M66F 

PATTERSON,  J.,  PRICE,  F.  E.,  and  DAVIS,  E.  H. 
Better  farm  and  home  lighting.  Oreg.  Agr.  Col.  Ext.  B. 
531,27  p.,  illus.    Sept.1939.    275.29  Or32B 

POND,  J.,  and  NOYES,  H.    Attractive  kitchens. 
Mich.  State  Col.  Agr.  Ext.  B.  182,10  p.,  illus.    Sept. 1937. 
275.29  M58B 
Lighting,  p.  7. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Helping 
you  to  help  yourself:  lighting.    Washington,  n.  d.  6  p.- 
folder,  illus.    1.933  H36 
Suggestions  for  proper  home  lighting. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Lighting 
the  farm  home.    Washington?  1946?    11  p.    Ref. 
1  933  L62 

VIRGINIA.  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  DIV.    Some  do's  and  dent's  for 
home  lighting.    Va.  Polytech.  Inst.  Ext.  C.  495,4  p., 
illus.    Mar. 1950.    275.29  V81C 

WILLIAMS,  D.  E.    Light  to  see-electric.    Ark. 
Agr.  Col.  Ext.  C.  451,12  p.,  illus.    June  1948. 
275.29  Ar4 


LOCKER  PLANTS 

BRADY,  D.  E.,  and  WEAVER,  D.  S.   Recommenda- 
tions for  freezer -locker  plants.    N.  C.  Agr    Col   Ext   C 
282,14  p.,  illus.    Apr. 1945.    275.29  N811 

Plans  for  construction  and  advice  regarding  operation 
oAr.,^9k?.^^°N  AGRICULTURAL  COLLEGE  OF  SOUTH 
CAROLINA.  EXTENSION  SERV.    Design  of  freezer 
locker  plant  and  equipment.   Clemson  Agr.  Col  S   C 

?7l:29Mf"- ''•''■' P-' "^'"- ^p'-'i^^-     ■  ■ 

Design  and  specifications. 

DAVIS,  L.  L.,  and  ROGERS,  P.  D.    Planning  a 
frozen  food  business.    Va.  Agr.  Expt.  Sta.  B   419  17  n 
illus.    Oct. 1948.    100  V81S  >    '  h-, 

Tennessee  Valley  Authority  cooperating. 
Gives  information  for  community  groups  on  types  of 
locker  and  freezing  plants,  location,  and  construction 
with  designs  and  specifications. 

EMDWELL,  A.  A.,  and  others.  Minnesota  cold 
storage  locker  plants.  Minn.  Agr.  Expt.  Sta.  B.  345, 
39  p.,  illus.    Jan.1940.    100  M66 

S.  T.  Warrington,  R.  J.  Eggert,  and  L.  J.  Fenske,  joint 
authors. 

Location  of,  investment  in,  and  operating  expenses  of 
locker  plants,  including  cost  of  electricity. 

FARRIS,  W.  S.    Operation  of  Arkansas  frozen- 
food  locker  plants.    Ark.  U.  Bur.  Res.  Res.  Ser.  6,16  p. 
June  30,1946.    500  Ar43 
Gives  cost  of  electricity  (p.  13-14). 

FARRIS,  W.  S.    Twenty-seven  floor  plans  for 
locker  plants.    Ark.  U.  Bur.  Res.  Inform.  Ser.  3,30  p., 
illus.    Jan. 15,1947.    500  Ar43I 

FILINGER,  G.  A.,  and  MACKINTOSH,  D.  L. 
Preserving  foods  in  frozen  food  lockers.    Kans.  Agr. 
Expt.  Sta.  C.  217,38  p.,  illus.    Nov.1943.    100  K13S 
Suggestions  regarding  use  of  frozen  food  lockers, 
p.  33-34. 

LEVIN,  J.  H.,  and  GASTON,  H.  P.    Fruit  and  veget- 
able processing  kitchens  for  locker  plants.    Mich.  Agr. 
Expt.  Sta.  Spec.  B.  364,39  p.,  illus.    Ref.    June  1950. 
100  M58S 

Mentions  use  of  electric  timer,  cutters,  cherry 
pitters,  and  fruit  slicers. 

MARTIN,  W.  H.    Some  engineering  aspects  of 
locker  and  home  cold  storage  plants.    Oreg.  State  Col. 
Engin.  Expt.  Sta.  C.  Ser.  4,18  p.,  illus.    Aug. 1938. 
290.9  Or33C 

MARYLAND.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE AND  HOME  ECONOMICS.  EXTENSION  SERV. 
Freezing  quality  foods.    Md.  Agr.  Col.  Ext.  B.  120,37  p. 
Oct.1948.    275.29  M36B 

Equipment  for  freezing  and  storing,  p.  4-5;  Good 
management,  p.  6-8. 

MASTERMAN,  N.  K.,  and  LEE,  F.  A.    The  home 
freezing  of  farm  products.    N.  Y.  Agr.  Col.  Cornell 
Ext.  B.  611, rev., 64  p.,  illus.    Sept.1946.    275.29  N48E 
Equipment;  How  to  run  a  freezer;  Community  locker 
plants;  Table  6,  Approximate  number  of  packages  to  fill 
one  locker  of  5.9  cubic  feet  capacity  (lockers  20"  by 
30"  by  17"). 

•  SNOW,  J.  C.    Locker  refrigeration.    Tenn.  Agr. 
Col.  Ext.  P.  215,12  p.,  illus.    Feb.1939.    275.29  T25 
Describes  locker  plants  and  their  equipment. 

SOUTHEASTERN  STATES  FREEZER  LOCKER 
ENGINEERING  COMMITTEE.    Planning  a  locker  plant 
for  the  Southeast.    Ala.  Polytech.  Inst.  Ext.  Agr.  C.  207, 
35  p.,  illus.    Mar. 1946.    275.29  ALIC 

Also  issued  as  Ga.  Agr.  Col.  Ext.  B.  528,35  p.,  illus. 
Mar. 1946.    275.29  G29B;  Ky.  Agr.  Col.  Ext.  C.  413,35  p., 
illus.    Feb.1946.    275.29  K415;  Miss.  State  Col.  Ext.  B. 
135,35  p.,  illus.    Mar. 1946.    275.29  M68;  N.  C.  Agr.  Col. 
Ext.  C.  290,35  p.,  illus.    June  1946.    275.29  N811;  Tenn. 
Agr.  Col.  Ext.  P.  294,35  p.,  illus.    Mar. 1946. 
275.29  T25;  and  Va.  Polytech.  Inst.  Ext.  B.  168,35  p., 
illus.    Mar. 1946.    275.29  V81B 

TEXAS,  AGRICULTURAL  AND  MECHANICAL 
COLLEGE.  DEPT.  OF  AGRICULTURAL  ENGINEERING. 
The  design  and  construction  of  frozen  food  locker 
plants,  by  P.  T.  Montfort  and  R.  W.  Snyder.    College 
Station,  1944.    8  p.,  illus.    295  T31 

TURNER,  H.    Establishing  and  operating  freezer 
locker  plants.    Ga.  U.  B.  45(23), 27  p.    June  1945. 
295  T85 
Includes  cost  of  electricity  in  several  types  of  plants. 

U.  S.  PRODUCTION  AND  MARKETING  ADMIN. 
Basic  recommendations  for  freezer -locker  plant  con- 
struction, by  M.  B.  Matlock.  Washington,  1947.  13  p. 
Ref.    1.956  A2B29 
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LOCKER  PLANTS— Continued. 

U,  S.  RURAL  ELECTRIFTCATION  ADMIN.    General 
specifications  for  locker  plant  refrigeration  construc- 
tion and  Installation.    Rev.    St.  Louis,  1945     16  d 
1.933  G282  ^' 

WARNER,  K.  F.    Cold-storage  lockers  for  preserv- 
ing farm-dressed  meat.    U.  S.  Bur.  Anlm.  Indus.  Anlm 
Husb.  Dlv.  A.  H.  D.  16,rev.,19  p.    Sept. 1941.    1.9  An52Ah 

Construction  and  equipment  of  freezer-locker  plants  Is 
described  (p.  7-9). 

WILLS,  W.  J.,  and  ASHBY,  R.  C.    Frozen  food 
storage  facilities  used  by  Illinois  families;  an  economic 
analysis  of  some  trends  and  problems  in  the  use  of 
lockers  and  home  units.    111.  Agr.  Expt.  Sta.  B.  535-435- 
463,  lUus.    Jan.1950.    100  IL6S 

Locker  plants,  large  and  small,  and  their  relationship, 
sometimes  competitive,  to  home  units,  as  regards 
nature  and  variety  of  services  and  uses 

WISCONSIN.  AGRICULTURAL  EXPERIMENT 
STATION.    Cold  storage  locker  plants,  by  M.  A. 
Schaars.    Rev.  Madison,  1940.    23  p.    100  W75 

Mentions  sizes  of  motors  required,  p.  5. 

MEAT  AGING  EQUIPMENT 

HUNT,  W.  E.,  and  others.    Qualities  of  hams  and 
rapidity  of  aging  as  affected  by  curing  and  aging  con- 
ditions and  processes.    Md.  Agr.  Expt.  Sta.  B.  428:31-84, 
lllus.    Aug.  1939.    100  M36S 

W.  C.  Supplee,  D.  Meade,  and  B.  E.  Carmlchael,  joint 
authors. 

Temperature-regulated  incubators,  with  electric  heating 
unit,  for  aging  hams  (p.  34-37). 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Electric  meat  aging  cabinet.  Progress 
report  1,  by  L.  N.  Baker.    Knoxville  ?  1940.    4  p. 
173.2  T25ELe 

Plan  and  specifications. 

MILK  AND  CREAM  COOLERS 

AREY,  J.  A.,  and  KIMREY,  A.  C.    Handling  milk  on 
the  farm.    N.  C.  Agr.  Col.  Ext.  Folder  64,6  p.,  illus. 
May  1947.    275.29  N811Ex 

Brief  reference  to  cooling  and  aeration  requiring 
electricity. 

BELL,  A.  J.,  and  JENSEN,  J.  M.    The  farm  milk 
house.    Mich.  State  Col.  Ext.  B.  206,11  p.,  illus.    Jan. 
1940.    275.29  M58B 

Gives  plans  for  a  cooling  tank  which  may  be  electrically 
operated. 

BLAUSER,  I.  P.    Care  of  electric  milk  coolers. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  64,1  p.,  illus.    1944? 
275.29  Oh32Rec 

BLAUSER,  I.  P..  Electric  milk  coolers.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  14,1  p.,  illus.    1940? 
275.29  Oh32Rec 

BREVICK,  H.  L.,  KNIGHT,  W.  H.,  and  BOYD,  J.  C. 
Milk  cooling  on  Idaho  farms.    Idaho.  Agr.  Col.  Ext. 
Farm  Electrif.  L.  2,4  p.,  illus.    May  15,1948. 
275.29  Idl3Fa 

Describes  several  types  and  places  the  refrigerated 
aerator  first  in  desirability. 

CLEMENT,  C.  E.    Country  milk-receiving  and 
cooling  stations.    U.  S.  D.  A.  C.  432,59  p.,  illus.    June 
1937.    1  Ag84C 
Includes  use  of  electricity  for  cooling  milk. 

CORNELL  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Cooling  milk  mechanically, 
by  H.  W.  Riley.    Ithaca,  1935?    1  p.,  illus.    275.2  N482Cm 
Electric  motor-driven  cooler  is  described. 

DOWNS,  P.  A.,  and  YUNG,  F.  D.    Cooling,  storage, 
and  transportation  of  milk  and  cream.    Nebr.  Agr.  Expt.    . 
Sta.  C.  65,20  p.,  illus.    Sept.1940.    100  N27 

Describes  various  methods  of  cooling  in  which 
electricity  has  a  part. 

DOWNS,  P.  A.,  and  YUNG,  F.  D.    Nebraska  cream 
receiving  cabinet.    Nebr.  Agr.  Expt.  Sta.  Agr.  Fngin. 
Prog.  Rpt.  10,5  p.,  illus.    Feb.1945.    100  N27A 

Designed  for  small  cream  stations.  Describes  a  meth- 
od for  cooling  cream  with  an  electric  fan. 

'    ENGLUND,  J.  S.,  DANA,  H.  J.,  and  FANNING, 
P.  K.    Construction  of  a  milk  cabinet  and  cooler.    Wash. 
Engin.  Expt.  Sta.  B.  74,24  p.,  illus.    June  1950. 
290.9  W272 

Refrigeration  system,  direct  expansion  method,  em- 
ploying electricity  (p.  12-18). 

Also  issued  as  Wash.  State  Col.  Ext.  B.  425,24  p., 
illus.    June  1950.    275.29  W27P 


MILK  AND  CREAM  COOLERS— Continued. 

MCCALMONT,  J.  R.    Mechanical  milk  cooling  on 
farms.    U.  S.  D.  A.  Farmers'  B.  1818, rev. ,20  p..  illus 
Dec. 1946.    1  Ag84F 
Electric  machines  are  described. 

MARYLAND.  UNIVERSITY.  DEPT.  OF  AGRICUL- 
TURAL ENGINEERING.    Milk  cooling  tests.    College 
Park,  1935?  6  p.,  illus.    275.2  M36Mi 
Electric  refrigeration,  p.  6. 

NICHOLAS,  J.  E.,  and  BLASINGAME,  R.  U. 
Electric  milk  refrigeration  at  the  farm.    Pa.  Agr    Expt 
Sta.  B.  375,38  p.,  illus.    Feb.1939.    100  P381 
,r,  ^^PENNSYLVANIA  JOINT  COMMITTEE  ON  RURAL 
ELECTRIFICATION.    Cooling  milk  electrically.    Harris- 
burg,  1935.    4  p.,  illus.    335  P382P 

ROBERTS,  J.,  and  LARSON,  G.  H.    Milk  cooling  on 
Kansas  farms.    Kans.  Agr.  Expt.  Sta.  B.  295,39  p.,  illus 
June  1941.    100  K13S  >      t-  , 

Includes  numerous  graphs  and  tables  showing  use  of 
electrical  energy  from  different  angles 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV.  OF  EXTENSION.    Proper  cooling  saves 

?^^^oq'^o"""  ^^^-  ^°^-  ^^-  ^-  2'*'2  P-.  illus.    May  1942. 
i2(u,Za  T25L 

Agricultural  Engineering  Division,  U.  S.  Tennessee 
Valley  Authority,  cooperating. 

Also  issued  by  Georgia.  University.  Agricultural  Ex- 
tension Serv.  275.2  G292Pm;  and  as  Miss.  State  Col.  Ext. 
L.  30.    July  1942.    275.29  M68Ex;  N.  C.  Agr.  Col.  War 
Ser.  Ext.  B.  11,    Aug. 1942.    275.29  N811W 

WITZ,  R.  L.    Costs  of  operating  mechanical  milk 
coolers.    Ind.  Agr.  Expt.  Sta.  C.  271,7  p.,  illus.    Aug. 
1942.    100  In2P 

Includes  electrically  operated  coolers. 

MILKING  MACHINES 

BLAUSER,  I.  P.    Care  of  the  milking  machine. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  43,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BLAUSER,  I.  P.    Electric  milking  machines.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  12,1  p.,  illus.    1940? 
275.29  Oh32Rec 

BRUECKNER,  H.  J.,  and  PRINGLE,  H.  S.    Milking 
machines,  washing  and  care.    N.  Y.  Agr.  Col.  Cornell 
Ext.  B.  519,4  p.    June  1942.    275.29  N48E 

CARTER,  R.  M.    Modern  milking  methods.    N.  H. 
Agr.  Col.  Ext.  C.  265,14  p.,  illus.    Jan. 1945. 
275.29  N45C 
Use  of  the  electric  milking  machine. 

THEOPHILUS,  D.  R.    Milking  machines.    Idaho.  U. 
Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  22,2  p.,  illus. 
Oct.1,1941.    275.29  Idl5Ir 

WISCONSIN.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. EXTENSION  SERV.    The  care  and  cleaning  of 
milking  machines  and  milk  utensils.    Wis.  Agr.  Col.  Ext. 
Stencil  C.  253,15  p.,  illus.    May  1947.    275.29  W75B 

MOTORS 

BEATY,  H.  H.,  and  THOMAS,  W.  A.    Electric 
motors  for  the  farm  (single  phase,  [alternating  current]). 
Iowa.  Agr.  Expt.  Sta.  B.  P  13:363-390.    June  1940. 
100  Io9 

BERESFORD,  H.    Electric  motor  routs  the  stoop 
and  the  scoop.    Idaho  .  Agr.  Col.  Ext.  Rur.  Electrif. 
Prog.  [5], 4  p.,  illus.    May  1940.    275.29  Idl3Ir 

Directions  for  building  a  small  Inexpensive  feed  grind- 
ing and  mixing  unit. 

BERESFORD,  H.    Electric  motors  for  the  farm. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  19,4  p.,  illus. 
July  1,1941.    275.29  Idl3Ir 

BLAUSER,  I.  P.    Care  of  electric  motors.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  41,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BLAUSER,  I.  P.    Electric  motor  lubrication.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  51,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BLAUSER,  I.  P.    Farm  labor  by  wire.    Ohio.  Agr. 
Col.  Ext.  R.  E.  C.  61,1  p.,  illus.    1944?    275.29  Oh32Rec 
Varied  uses  of  the  electric  motor. 

BLAUSER,  I.  P.    Portable  electric  motors.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  19,1  p.,  illus.    1943? 
275.29  Oh32Rec  ^ 

BLAUSER,  I.  P.    Pulley  sizes  for  electric  drive. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  56,1  p.,  Illus.    1944? 
275.29  Oh32Rec 
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MOTORS— 'Continued. 


MOTORS—Continued. 


BLAUSER,  I.  P,   Small  electric  motors.   Ohio. 
Agr.  Col.  Ext.  RE  5,1  p.,  lUus.    1940?    275.29  Oh32Rec 
Lists  variety  of  uses  on  the  farm  and  gives  amount  of 
work  accomplished  In  the  various  farm  activities  per  one 
kilowatt -hour. 

BLAUSER,  I.  P.   Wire  sizes  for  electric  motors. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  59,1  p.,  lUus.    1944? 
275.29  Oh32Rec 

CALHOUN,  J.  L.   A  portable  motor  for  practical 
farm  use.    Ga.  Agr.  Col,  Ext.  B.  467, rev, ,16  p.,  lllus. 
June  1942.    275.29  G29B 

Suggests  use  of  the  motor  for  shelling  corn,  mixing 
concrete,  churning,  cleaning  eggs,  freezing  Ice  cream, 
cleaning  seed,  grinding  sausage,  cutting  green  feed,  and 
sharpening  tools. 

DEROSE,  R.  L.    Electric  motor  selection  tips, 
Nebr.  Agr.  Col.  Ext.  Agr.  Engin.  Rur.  Electrlf.  2,4  p., 
lllus.    Feb.1949.    275.29  N272Agn 

GARVER,  H.  L.,,and  others.    Electric  motors  for 
the  farm.    U.  S,  D.  A.  Farmers'  B.  1858,29  p.,  lllus. 
Nov.1940.    1  Ag84F 

O.  A.  Brown,  J.  T.  Bowen,  and  R.  B.  Gray,  joint 
authors. 

HARRINGTON,  W.  C.   Conductor  sizes  and  over- 
current  protection  for  motors.    Mass.  State  Col.  Engln. 
Ext.  Ser.  88,1  p.   Nov.1942.    275.29  M381En 
Table. 

HARRINGTON,  W.  C.   Electric  motors  for  farm 
use.    Mass.  State  Col.  Ext.  Engin.  Ext.  Ser.  89,5  p. 
Nov.1942.    275.29  M381En 

HARRINGTON,  W.  C.    A  few  suggestions  for  the 
care  of  the  small  electric  motor.    Mass.  State  Col.  Ext. 
Engin.  Ext.  Ser.  91,5  p.    Feb.20,1943.    275.29  M381En 

HARRINGTON,  W.  C.  Time  delay  fuses  for  farm 
motors.  Mass.  State  Col.  Ext.  Engin.  Ext.  Ser.  90,2  p. 
Nov.1942.    275.29  M381En 

HUNTER,  F.  M.    A  portable  electric  motor  for 
Mississippi  farms.    Miss.  State  Col.  Ext.  C.  107,17  p., 
lllus.    June  1940.    275.29  M68C 

HUSTRULUD,  A.    The  selection  and  care  of  electric 
motors  for  farm  use.    Minn.  U.  Agr.  Ext.  Agr.  Engln. 
News  Let.  79,1  p.    Oct.15,1938.    275.29  M66Ag 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Cutting  chore  costs.    Idaho. 
Agr.  Col.  Ext.  Rur.  Electrlf.  Ext.  h'.  72,2  p.,  lllus. 
Dec.1945.    275.29  Idl3Ir 
Uses  of  electric  motors  are  included  in  the  suggestions. 
IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.   Do  you  have  an  electric 
motor?   Idaho.  Agr.  Col.  Ext.  Rur.  Electrlf.  Ext.  L.  44, 
2  p.,  illus.    Aug.1943.    275.29  Idl3Ir 
Uses  are  suggested. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Electric  motor  care.    Idaho. 
Agr.  Col.  Ext.  Rur.  Electrlf.  Ext.  L.  36,2  p.,  illus. 
Dec. 1,1942.    275.29  Idl3Ir 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Electric  motors  speed  field 
work.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrlf.  Ext.  L.  52, 
2  p.,  illus.    Apr. 1944.    275.29  Idl3Ir 

IVES,  N.,  and  HUSTRULED,  A.    Electric  motors  for 
the  farm.    Minn.  U.  Agr.  Ext.  B.  221,20  p.,  lllus, 
June  1941.    275.29  M66S 

JOHNS,  M.  M.  A  portable  [electric]  motor  for 
Tennessee  farms.  Tenn.  Agr.  Col.  Ext.  P.  222,16  p., 
illus.    July  1939.    275.29  T25 

OLSON,  E.  A.    Electric  motors  for  Nebraska 
farms.    Nebr.  Agr.  Col.  Ext.  C.  786,19  p.,  illus.    May 
1941.    275.29  N272Ex 

PARKS,  R.  R.    A  3-HP  portable  motor  for  farm 
use.   111.  Agr.  Col.  Ext.  AEng   276,4  p.,  illus.   Sept. 1940. 
275  29  IL62Pa 

PENNSYLVANIA  JOINT  COMMITTEE  ON  RURAL 
ELECTRIFICATION.    Electric  motors  for  the  farm  and 
home;  the  selection,  installation  and  use  of  fractional 
horse-power  motors  for  small  equipment  and  utility 
motors  for  silo  filling,  feed  grinding,  threshing,  wood 
sawing  and  hay  hoisting.   Harrisburg,  1935.    20  p.,  illus. 
335  P382P 

SHEPARDSON,  E.  S.  Protection  for  electric 
motors.  N.  Y.  Agr.  Col.  Cornell  Ext.  B.  673,12  p., 
illus.    Mar. 1945.    275.29  N48E 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Belts 
and  pulleys  for  electric  drive.  Washington,  1947.  17  p. 
1.933  B41 


U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Can 
you  afford  to  operate  an  unelectrlfled  farm?  Washington, 
194-?    4  p.,  lllus,    1  R88L 

Use  of  a  small  electric  motor  for  chick  brooding, 
feed  grinding  and  mixing,  poultry  lighting,  garden 
watering,  and  milk  and  cream  cooling. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Care  of 
your  electric  motor.   St.  Louis,  1943?    2  p.,  illus. 
1  R88Cae 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Make 
this  motor  table!   St,  Louis,  1944.   4  p.,  lllus.    1  R88Mm 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Outline 
of  types  of  motors  and  the  machines  which  they  drive, 
by  L,  B.  Altman,  Jr.   Washington,  1946,   9  p. 
1.933  Ou84 
Includes  comparison  of  electric  and  gasoline  motors. 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Selec- 
tion of  electric  motors  for  farm  use;  outline  of  discus- 
sion, by  D.  W,  Teare.   Washington?  1948?    17  p.  Ref. 
1.933  Se45 

U,  S.  RURAL  ELECTRIFICATION  ADMIN.    Single- 
phase  motor  identification,  selection,  and  application 
principles.   Washington,  1948.    18  p.   Ref.    1.933  Si6 

U.  S,  RURAL  ELECTRIFICATION  ADMIN.    The 
small  portable  motor;  make  It  yourself  and  make  money. 
Washington?    194-?  4  p.,  lllus.    1  R88M  [no.6] 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    The 
small  portable  motor  puts  electricity  In  overalls. 
St.  Louis,  194- ?   4  p.,  illus.    1  R88S 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    You 
can  build  this  motor -toter.   Washington,  1948?    2  p., 
lllus.    1.933  Y85 

Design  and  specifications  for  a  cart  on  which  a  motor 
can  be  moved  for  use  in  operating  such  equipment  as  en- 
silage cutter,  grain  elevator,  large  emery  wheel,  wood 
saw,  feed  mixer,  corn  sheller,  baled-hay  elevator,  hay 
hoist,  shop  line  shaft,  feed  grinder,  or  hay  baler. 

VEACH,  C.  W.    The  selection  and  operation  of 
electric  motors  for  the  farm.    111.  Agr.  Col.  Ext. 
AEng    308,8  p.    July  1941.    275.29  IL62Pa 

VEACH,  C.  W.    A  simple  fractional  horsepower 
spring  brake  (for  1/4  H.  P.  electric  motors  running  at 
about  1160  or  1750  R.  P.  M.).    111.  Agr.  Col.  Ext. 
AEng.  300,11  p.,  illus.    Mar. 1941.    275.29  IL62Pa 
Plans  and  specifications. 

VIRGINIA  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  DIV.   Small  portable  motor.   Va. 
Polytech.  Inst.  Ext.  C.  454A,2  p.,  illus.    1947? 
275.29  V81C 

WRIGHT,  F.  B.   Care  of  electric  motors.   N.  Y. 
Agr.  Col.  Cornell   Ext.  B.  541, rev. ,8  p.,  illus,   Apr. 1943, 
275.29  N48E 

WRIGHT,  F.  B.    Oiling  electric  motors.   N.  Y,  Agr. 
Col.  Cornell  Ext.  B.  600,8  p.,  illus.    Mar. 1943. 
275.29  N48E 

ORCHARD  SPRAYING  EQUIPMENT 

BALLOU,  F.  H.    Stationary  equipment  for  orchard 
spraying  and  the  manufacture  of  home-made  liquid  lime- 
sulfur.    Ohio.  Agr.  Expt.  Sta.  B.  572,26  p.,  illus. 
July  1936.    100  Oh3S 
An  electric  motor  may  be  used  for  this  equipment. 

PAINT  SPRAYER 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Paint  to  protect.   Idaho.  Agr, 
Col.  Ext.  Rur.  Electrlf.  Ext.  L.  33,2  p.,  illus.   Sept. 1942, 
275.29  Idl3Ir 
Describes  a  paint  spray  gun  with  electric  motor. 

PASTEURIZERS  -  MILK 

BAR  AGAR,  A.  E.,  and  DOWNS,  P.  A.    Portable 
electric  home  milk  pasteurizers.    Nebr.  Agr.  Expt.  Sta. 
Res.  B.  157,19  p.,  illus.    Oct.1948.    100  N27 

COOKE,  C.    Poultry  housing.    Minn.  U.  Agr.  Ext. 
Spec.  B.  121, rev., 16  p.,  lllus.    May  1948.    275.29  M66S 
Artificial  lighting,  p.  14-15. 

MILLENKY,  A.,  and  BRUECKNER,  H.  J.   A  com- 
parative study  of  high-temperature,  short-time  and 
holder  pasteurization.    N.  Y.  Cornell  Agr.  Expt.  Sta.  B. 
754,26  p.,  illus.    Ref.    Apr. 1941.    100  N48C 
Description  of  electric  milk  pasteurizer  (p.  5-6). 
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PASTEURIZERS  -  MILK— Continued. 

MINNESOTA.  UNIVERSITY.  DEPT.  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  DIV.  Pasteurizing 
milk  at  home.  Minn.  U.  Agr,  Ext.  Folder  133,4  p.,  Ulus. 
May  1948.    275.29  M66Ex 

Briefly  describes  two  types  of  home  electric 
pasteurizers. 

MOORE,  A.  V.  An  efficient  electric  milk  pasteuri- 
zer for  home  use.  Tex.  Agr.  Expt.  Sta.  Prog.  Rpt.  1132, 
4  p.    Aug.11,1948.    100  T3iP 

SCHAENZER,  J.  P.,  and  SCHIOZAWA.  S.    Electric 
milk  pasteurizers  for  farm  dairies.    Washington,  U.  S. 
Rur.  Electrlf.  Admin.,  1946.    11  p.    Ref.    1.933  Schl 

Address  before  the  American  Society  of  Agricultural 
Engineers,  Chicago,  111.,  Dec.  17,  1946. 

SCHAENZER,  J.  P.   Electric  pasteurizers  to  make 
the  job  easy.    Washington,  U.  S.  Rur.  Electrlf,  Admin,, 
1950,    7  p.    Ref.    1.933  Schl 

Address  before  Farm  Electrification  Conference, 
University  of  Wisconsin,  Madison,  Mar.  23,  1950. 

Describes  three  types  and  results  of  tests  of  each. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  TECH- 
NICAL STANDARDS  DIV.    Electric  home  pasteurizers, 
Washington,  1950.    9  p.    Ref.    1.933  EL237 

Describes  three  types  of  milk  pasteurizers  and  their 
tests. 

PASTEURIZERS  -  SOILS 

HORSFALL,  J.  G.    Pasteurizing  soil  electrically  to 
control  damping-off.    N.  Y.  State  Agr.  Expt.  Sta.  B.  651, 
8  p.,  Ulus.    Jan.1935.    100  N48 

The  equipment,  used  for  greenhouse  soils.  Is 
Illustrated. 

HUSTRULID,  A.    An  electric  soil  pasteurizer. 
Minn.  U.  Agr.  Ext.  Agr.  Engln.  News  Let.  92,1  p.,  Ulus. 
Nov.15,1939.    275.29  M66Ag 

NEWHALL,  A.  G.,  and  NIXON,  M.  W.    Dlslnfestlng 
soils  by  electric  pasteurization.    N.  Y.  Cornell  Agr.  Exbt. 
Sta.  B.  636,20  p.,  Ulus.    Ref.    July  1935.    100  N48C 

NEWHALL,  A.  G.    Experiments  with  new  electric 
devices  for  pasteurizing  soils.    N.  Y.  Cornell  Agr.  Expt. 
Sta.  B.  731,38  p.,  Ulus.    Ref.    Apr. 1940.    100  N48C 
For  use  in  the  greenhouse  and  outside. 

POTATO  HANDLING  EQUIPMENT 

GARVER,  H.  L.    Home-made  potato  sorting  table. 
Wash.  State  Col.  Ext.  B.  222,4  p.,  Ulus.    Apr. 1936. 
275.29  W27P 

An  electric  motor  may  be  used  to  drive  the  conveyor 
belt. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Motors  and  potatoes.    Idaho. 
Agr.  Col.  Ext.  Rur.  Electrlf.  Ext.  L.  71,2  p.,  Ulus. 
Nov.1945.    275.29  IdlSIr 

Suggests  use  of  motors  for  pliers,  sorters,  knives,  and 
washing  equipment. 

MAINE.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Let  elec- 
tricity handle  your  potatoes.    Maine.  Agr.  Col.  Ext.  C. 
240,6  p.-folder.    Sept.1947.    275.29  M281C 

ROEHL,  L.  M.,  and  KNORR,  L.  C.    A  rotary 
cutting  knife  to  control  the  spread  of  potato  ring  rot. 
N.  Y.  Agr.  Col.  CorneU  Ext.  B.  660,8  p.,  Ulus.    Dec. 
1944.    275.29  N48E  ,     ^  , 

An  electric  motor  and  an  immersion-type  electric 
heater  are  used.  „ 

VINCENT,  C.  L.,  and  GARVER,  H.  L.    Potato 
washing  investigations.   Wash.  Agr.  Expt.  Sta.  B.  332, 
24  p.,  Ulus.    July  1936.    100  W27E 

Washington  Committee  on  the  Relationship  of  Electricity 
to  Agriculture  and  the  Divisions  of  Horticulture  and 
Agricultural  Engineering  cooperating. 

Describes  and  gives  power  requirements  of  three  types 
of  potato  washers  in  current  use  (p.  4-11)  and  of  an 
especially  designed  experimental  root  washer  (p.  11-15). 

YUNG,  F.  D.    A  bimetal  differential  thermostat. 
Nebr.  Agr.  Expt.  Sta.  Agr.  Engln.  Prog.  Rpt.  16,5  p., 
Ulus.    Jan.1947.    100  N27A 

Used  for  starting  and  stopping  the  ventilating  fan  In 
connection  with  potato  storage. 

POULTRY  EQUIPMENT 

BERESFORD,  H.   Warm  shelters  save  feed.    Idaho. 
Agr.  Col.  Ext.  Idaho  Rur.  ElectrU.  Ext.  L.  [12],2  p., 
Ulus.    Dec. 1940.    275.29  IdlSIr 
Describes  electric  heaters  for  laying  houses. 


POULTRY  EQUIPMENT— Continued. 

BLACK,  L.  M.    How  to  wash  eggs  properly.    N.  J. 
Agr.  Col.  Ext.  L.  35,4  p.,  Ulus.    May  1949.    275.29  N46L 
Mentions  using  an  electric  fan  for  drying. 

BLAUSER,  I.  P.    Electricity  on  the  poultry  farm. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  79,1  p.>  Ulus.    1945? 
275.29  Oh32Rec 
Lists  various  types  of  equipment  and  evaluates  some. 
BRESSLER,  G.  O.,  SPRAGUE,  D.  C,  and 
MOWERY,  A.  S.    Automatic  feeding  of  poultry.    Pa.  Agr. 
Expt.  Sta.  B.  522,13  p.    Feb.1950.    100  P381 

Describes  the  automatic  feeder  which  is  operated  by  an 
electric  motor.  A  speed  reducer  and  a  timer  are  part  of 
the  equipment. 

DOUGHERTY,  J.  E.,  BELTON,  H.  L.,  and  AS- 
MUNDSON,  V.  S.    Poultry  houses  and  equipment.    Calif. 
Agr.  Expt.  Sta.  B.  476,rev.,75  p.,  IHus.    Feb.1949, 
100  C12S 

Electric  lighting,  alarm  clock  time  switch,  evaporative 
cooler  fan  and  mechanically  refrigerated  egg  cooler 
(p.  70-74). 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Electricity  serves  the 
poultryman.    Idaho.  Agr.  Col.  Ext.  Idaho  Rur.  Electrlf. 
Ext,  L.  15,2  p.,  Ulus.    Mar. 1,1941.    275.29  Idl3Ir 

ILLINOIS.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Poultry 
equipment.    HI.  Agr.  Col.  Ext.  C.  506,20  p.,  Ulus.    May 
1945.    275.29  IL62C 
Includes  electric  brooder  and  water  heater. 

KLEIN,  G.  T.    Poultry  equipment.    Mass.  State  Col, 
Ext.  L.  227,20  p.    Apr. 1945.    275.29  M381L 

Includes  plans  for  an  electric  lamp  brooder,  water 
warmers,  and  an  electric  fence. 

KLEIN,  G.  T.  Saving  labor  on  poultry  farms. 
Conn.  Agr.  Col.  Ext.  B.  393,26  p.,  Ulus.  June  1947. 
275  29  C76B 

Mentions  electric  hoists  and  elevators  (p.  5),  heating 
cable  to  prevent  the  freezing  of  water  pipes  (p.  19-20), 
water  warmers  (p.  20),  electric  fence  for  fox  control 
(p.  24). 

MOYER,  D.  D.    Egg  cleaning  made  easier.    Ohio. 
Agr.  Col.  Ext.  B.  298,4  p.,  Ulus.    June  1948. 
275.29  Oh32 
Describes  types  of  electric  cleaners. 

PAYNE,  L.  F.    Poultry  management.    Kans.  Agr. 
Expt.  Sta.  C.  244,78  p.,  Ulus.    Feb.1948.    100  K13S 

Electric  wiring  (p.  29),  electric  brooders  (p.  40-41), 
artificial  UluminaUon  (p.  60-62).  „,^»t 

PENNSYLVANIA  JOINT  COMMITTEE  ON  RURAL 
ELECTRIFICATION.    Uses  of  electricity  on  poultry 
farms;  electricity  for  illumination,  ultraviolet  radiation, 
incubating,  brooding,  water  heating,  ventilating,  egg 
candling,  pre-cooling  of  eggs,  seml-scaldlng,  and  burglar 
alarms.    Harrisburg,  1936.    20  p.,  Ulus.    335  P382P 

ROBERTS,  J.,  and  ROBERTSON,  E.  I.    A  compari- 
son of  wet  and  dry  cooling  of  dressed  poultry.    Wash. 
Agr.  Expt.  Sta.  B.  403,15  p.,  Ulus.    Ref.    Aug. 1941. 
100  W27E 

Washington  Committee  on  the  Relation  of  Electricity  to 
Agriculture  and  Division  of  Poultry  Husbandry  cooperat- 
ing. 
Electrically-operated  equipment  Is  mentioned. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Eggs. 
Washington,  1942?    4  p.    1  R88Eg 

Electric  brooders  and  lighting  may  be  financed 
through  REA. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    More 
power  to  your  poultry  raising.    Washington,  1947?    4  p., 
Ulus.    1  R88Mop 

Lights,  automatic  watering  device,  water  warmer,  fans, 
brooders,  egg  cooler,  tester  and  grader,  feather  picker, 
debeaker,  and  fly  trap. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    OuUlne 
of  electric  applications  for  poultry  production,  by  J.  M. 
Babb,  L.  B.  Altman,  J.  P.  Spielman,  and  B.  V.  Brown. 
Washington,  1946.    6  p.    1.933  Ou842 

Describes  electric  brooders,  water  warmers,  poultry 
house  lighting  and  ventilation,  poultry  pickers,  feed 
grinders,  and  debeakers. 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Electric  poultry  equipment  for  the  farm, 
by  D.  E.  Washburn.    KnoxvUle 7  1942.    68  p.,  Ulus.    Ref. 
173.2  T25ELp 
Bibliography,  7 -page  supplement. 
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POULTRY  EQUIPMENT— Continued. 

WASHINGTON.  STATE  COLLEGE.  EXTENSION 
SERV.    Underfloor  heat  for  poultry  houses.   Wash.  State 
Col.  Ext.  Poultry  Pointers  13, rev., 8  p.,  illus.   Sept.1945. 
275.29  W27POU 

Describes,  as  one  of  the  methods,  the  fan  circulating 
system. 

POULTRY  EQUIPMENT  -  LIGHTING 

BANTA,  L.    Artificial  lighting  for  poultry.    Mass. 
State  Col.  Ext.  L.  141, rev, ,8  p.,  illus.   Ref.    Mar. 1939. 
275.29  M381L 

BELTON,  H.  L„  and  ASMUNDSON,  V.  S.    Poultry 
houses  and  equipment.   Calif.  Agr.  Expt.  Sta.  B.  476, rev., 
77  p.,  illus.    Apr. 1943.    100  C12S 
Electric  lighting,  p.  64-68. 

BICE,  C.  M.    Artificial  illumination  of  poultry. 
Hawaii.  U.  Agr.  Ext.  C.  260,3  p.,  illus.    Jan. 1949 
275.29  H312AC 

BLAUSER,  I.  P.    Lights  for  winter  eggs.    Ohio. 
Agr.  Col.  Ext.  RE  6,1  p.,  illus.    1940?    275.29  Oh32Rec 
Artificial  lights. 

BLAUSER,  I.  P.    Poultry  house  lighting.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  67,1  p.,  illus.    1944? 
275.29  Oh32Rec 
Illustrates  home-made  time  switches. 

BLAUSER,  I.  P.    Sun  lamps  for  poultry.    Ohio.Agr. 
Col.  Ext.  R.  E.  C.  30,1  p.,  illus.    1943?    275.29  Oh32Rec 
To  supply  vitamin  D. 

CALLENBACH,  E.  W.,  NICHOLAS,  J.  E.,  and 
MURPHY,  R.  R.    Effect  of  light  and  availability  of  feed  on 
egg  production.    Pa.  Agr.  Expt.  Sta.  B.  455,14  p.,  illus. 
Ref.   Sept.1943.    100  P381 
Electric  lights. 

CATON,  S.,  INSKO,  W.  M.,  and  RINGROSE,  A.  T. 
Feeding  laying  hens.    Ky.  Agr.  Col.  Ext.  C.  372,  illus. 
Oct. 1941.    275.29  K415 

Discussion  of  the  use  of  electric  lights  to  stimulate  egg 
production,  including  alarm-clock  device  for  turning  on 
lights  (p.  16-18). 

DOBIE,  J.  B.,  CARVER,  J.  S.,  and  ROBERTS,  J. 
Poultry  lighting  for  egg  production.  Wash.  Agr.  Expt. 
Sta.  B.  471,27  p.,  illus.    Ref.    Jan.1946.    100  W27E 

Thirteen  hours  of  Mazda  incandescent  light  was  re- 
quired for  maximum  production. 

FAIRBANKS,  F.  L.,  and  HEUSER,  G.  F.    Artificial 
illumination  of  poultry  laying  houses  for  winter  egg 
production.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  411, rev., 
36  p.,  illus.    July  1940.    275.29  N48E 

GOBLE,  J.  W.    Artificial  lights  for  laying  hens. 
Nebr.  Agr.  Col.  Ext.  E.  C.  1442, rev., 2  p.    Dec. 1948. 
275.29  N272EX 

GORDY,  F.  Lights  for  layers  pay.  Del.  U.  Agr. 
Ext.  Inform.  Card  55.    Aug. 1945.    275.29  D37I 

HAYES,  J.  B.    Laying  house  management.    Wis. 
Agr.  Col.  Ext.  C.  352, rev. ,8  p.    Dec. 1948.    275.29  W75C 
Specifications  for  electric  lights  are  included. 

HYRE,  H.  M.,  CLARK,  T.  B.,  and  WIGHTMAN, 
E.  T.    Poultry  houses  and  appliances  for  West  Virginia. 
W.  Va.  Agr.  Col.  Ext.  C.  311, rev. ,40  p.,  illus.    Apr. 1943. 
275.29  W522C 
Plans  and  specifications  include  electric  lights. 

KELLEY,  J.  B.,  and  INSKO,  W.  M.    Housing  farm 
poultry.    Ky.  Agr.  Col.  Ext.  C.  351,31  p.,  illus.    Aug. 1940. 
275.29  K415 

Electric  lights  with  special  directions  for  their 
installation  (p.  23-25). 

LAMPMAN,  C.  E.    Electric  lights  for  layers. 
Idaho.  Agr.  Col,  Ext.  Rur.  Electrif.  Ext.  L.  21,2  p.,  illus. 
Sept. 1,1941.    275.29  Idl3Ir 

LAROCK,  M.  J.,  and  HAYES,  J.  B.    Poultry 
housing  for  the  laying  flock.    Wis.  Agr.  Col.  Ext.  C. 
362,24  p.,  Illus.    June  1945.    275.29  W75C 

One  paragraph  on  lighting,  covering  bulbs  for  night  use 
and  type  of  wiring,  with  method  for  determining  lights 
needed. 

MCCOLLY,  H.  F.,  and  MOORE,  F.  E.    Farm 
poultry  housing.    N.  Dak.  Agr.  Col.  Ext.  C.  153, rev., 
18  p.,  illus.    June  1941.    275.29  N812 
Artificial  lights,  p.  11-12. 

MARGOLF,  P.  H.,  HARPER,  J.  A.,  and  CALLEN- 
BACH, E.  W.    Response  of  turkeys  to  artificial  illumina- 
tion.   Pa.  Agr.  Expt.  Sta.  B.  486,29  p.,  illus.    Ref. 
May  1947.    100  P381 

Electric  lamps  used  were  60-watt  Mazda  with  16-inch 
reflectors.  Artificial  illumination  stimulated  reproduc- 
tive activity. 


POULTRY  EQUIPMENT  -  LIGHTING— Continued. 

MEHRHOF,  N.  R.,  and  ROGERS,  F.    Poultry  houses 
and  equipment.    Fla.  Agr.  Col.  Ext.  B.  126,44  p.    Apr. 
1945.    275.29  F66 
Use  of  electric  lights  to  increase  production,  p.  43-44. 
MILBY,  T.  T.,  PENQUITE,  R.,  and  THOMPSON, 
R.  B.    The  use  of  artificial  lights  for  laying  hens  and 
artificial  lights  for  turkey  hens.    Okla.  Agr.  Expt.  Sta. 
Mimeog.  C.  78,3  p.    Jan. 1942.    100  Ok4M 

MOORE,  J.  M.,  and  BELL,  A.  J.    Laying  houses  for 
Michigan.    Mich.  State  Col.  Agr.  Ext.  B.  233,28  p.,  illus. 
Dec. 1941.    275.29  M58B 
Artificial  lighting,  p.  14. 

MOORE,  O.  K.,  and  MEHRHOF,  N.  R.    Periodic  in- 
crease in  lighting  versus  continuous  lighting  for  layers. 
Fla.  Agr.  Expt.  Sta.  B.  420,12  p.    Feb.1946.    100  F66S 
MOORE,  P.,  and  others.    Housing  farm  poultry. 
Idaho.  Agr.  Col.  Ext.  B.  147,18  p.,  illus.    June  1944. 
275.29  Idl3 

K.  R.  Frost,  C.  E.  Lampman,  and  H.  Beresford,  joint 
authors. 

Wiring  diagram  for  the  arrangement  of  electric  lights 
(p.  16). 

MOYER,  D.  D.,  and  OVERHOLT,  V.    Housing 
poultry  in  Ohio.    Ohio.  Agr.  Col.  Ext.  B.  256,32  p.,  illus 
June  1944.    275.29  Oh32 
Includes  lighting. 

MUSSEHL,  F.  E.,  and  YUNG,  F.  D.  Sunlight  lamps 
for  laying  hens.  Nebr.  Agr.  Expt.  Sta.  B.  344,8  p.,  illus. 
Sept.  1942.    100  N27 

NEW  JERSEY.  AGRICULTURAL  EXPERIMENT 
STATION.  Poultry  house  requirements;  a  report  by  the 
Poultry  Committee  of  the  Rutgers  University  Farm 
Buildings  Institute.    N.  J.  Agr.  Expt.  Sta.  B.  732,26  p., 
illus.    May  1947.    100  N46S 
Artificial  light  for  various  types  of  buildings 

(p.  12,  17,  21,  26).  ^ „, 

NEW  JERSEY.  STATE  COLLEGE  OF  AGRICUL- 
TURE AND  MECHANIC  ARTS.  EXTENSION  SERV. 
Poultry  lighting  reflector.    N.  J.  Agr.  Col   Ext.  4-H  Shop 
Work  Sheet  5,2  p.,  illus.    Mar.1943.    275.29  N46Fs 
NICHOLAS,  J.  E.,  CALLENBACH,  E.  W.,  and 
MURPHY,  R.  R.    Light  intensity  as  a  factor  in  the  arti- 
ficial illumination  of  pullets.    Pa.  Agr.  Expt.  Sta.  B. 
462,24  p.,  illus.    Ref.    Jan.1944.    100  P381 

OGLE,  R.  C,  and  LAMOREUX,  W.  F.    Artificial 
lieht  for  poultry  in  wartime.    N.  Y.  Agr.  Col.  Cornell 
Ext.  B    544,4  p.,  illus.    Nov. 1942.    275.29  N48E 

SINNARD,  H.  R.,  and  COONEY,  W.  T. 
O.  S.  C.  poultry  laying-house.    Oreg.  Agr.  Expt.  Sta.  C. 
173,10  p.-folder,  illus.    Jan.1948.    100  Or3C 
Plans  and  specifications,  including  electric  wiring. 
SKOGLUND,  W.  C,  TOMHAVE,  A.  E.,  and  KISH, 
A.  F.    Influence  of  management  practices  on  production 
of  hatching  eggs.  I-fl.    Del.  Agr.  Expt.  Sta.  B.  266,18  p. 
July  1947.    100  D37S 

I.  Comparison  of  artificial  lights,  no  lights,  confine- 
ment, and  range,  p.  3-12. 

STOVER,  H.  E.    Poultry  house  lighting.   Kans. 
State  Col.  Agr.  Ext.  Rur.  Electrif.  3,4  p.,  illus.    June 
1948.    275.29  K13En 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV.  OF  EXTENSION.    Light  up  and  speed  up 
fall  egg  production.    Tenn.  Agr.  Col.  Ext.  L.  39,1  p., 
Ulus.    Sept. 1942.    275.29  T25L 
Brief  instructions  for  lighting  poultry  houses. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Making 
electricity  pay  its  way.  Install  poultry  lighting  and  hit  the 
high  market.    Washington,  1943?    4  p.    1  R88Ma 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Poultry 
lighting  makes  egg  production  go  up  when  prices  go  up. 
Washington?  1946?    4  p.,  illus.    1.933  P86 

WASHINGTON.  STATE  COLLEGE.  EXTENSION 
SERV.    Turkey  breeder  houses  and  equipment.    Wash. 
State  Col.  Ext.  Poultry  Pointers  40,14  p.,  illus.    Feb. 
1948.    275.29  W27Pou 
Use  of  artificial  lights,  p.  5. 

PUMPS 

DOBIE,  J.  B.  Liquid  manure  pumps  and  equip- 
ment. Calif.  Agr.  Col.  Ext.  C.  140,11  p.,  illus.  Sept. 
1947.    275.29  C12C 

States  that  an  electric  motor  is  the  most  satisfactory 
power  to  use. 

RUSSELL,  J.  C.    Sump  and  pump  for  basement 
drainage.    N.  Dak.  Agr.  Col.  Ext.  AE-26,4  p.,  illus. 
Apr. 1949.    275.29  N812C 
Electric  motor  and  pump  are  suggested. 
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PUMPS— Continued. 


REFRIGERATORS 


U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Phosphoric  add  and  molasses  pump. 
Knoxvllle?  1941.    1  p.,  lUus.    173.2  T25Ph 

RADIOS 

U.  S.  RURAL  ELECTRIFICATION  ADMTN.  TECH- 
NICAL STANDARDS  DIV.    Specifications  for  frequency 
modulated- two-way  radio  equipment  for  rural  power 
systems.   Washington?  1947.    lip.    1.933  Sp34 

RANGES 

ALABAMA.  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Care  and  repair  of  house- 
hold equipment,  by  M.  N.  Whisnant.    Auburn?  194- ? 
4  p.    275.2  ALlCa 
Dicludes  electric  stoves. 

BEALL,  T.    Care  of  the  electric  range.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  39,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BEALL,  T.    The  electric  range.    Ohio.  Agr.  Col. 
Ext.  RE  4,1  p.,  illus.    1940?    275.29  Oh32Rec 

BEALL,  T.    Getting  the  most  out  of  your  electric 
range.    Ohio.  Agr.  Col.  Ext.  R.  E.  C.  50,1  p.,  illus. 
1943?    275.29  Oh32Rec 

BEALL,  T.    Using  the  electric  range.    Ohio.  Agr. 
Col.  Ext.  R.  E.  C.  31,1  p.,  illus.    1943?    275.29  Oh32Rec 
BEARD,  R.  M.,  and  BEALL,  T.    Buy  your  electric 
range  with  dollars  and  sense.   Ohio.  Agr.  Col.  Ext.  B. 
167,rev.,12  p.,  illus.    Ref.    Aug.1937.    275.29  Oh32 

BEARD,  R.  M.    When  you  buy  your  electric  range. 
Ohio.  Agr.  Col.  Ext.  B.  275,4  p.,  illus.    Mar. 1947. 
275.29  Oh32 

BROOKS,  C.  P.    Make  your  stove  last.    Vt.  Agr. 
Col.  Ext.  Brieflet  664,10  p.,  illus.    Mar. 1943. 
275.29  V59E 
Includes  electric  stoves. 

COLLINGS,  M.  L.    First  aid  to  the  cook  stove. 
La.  Agr.  Col.  Ext.  C.  254,11  p.,  illus.    Nov.1942. 
275.29  L93C 
Includes  electric  range. 

DAY,  F.  P.    Your  stove  must  last.    N.  Dak.  Agr. 
Col.  Ext.  Spec.  C.  A-39,6  p. -folder,  illus.    Feb. 1943. 
275.29  N812Sa 
Includes  care  of  the  electric  range. 

MITCHELL,  S.    The  kitchen  range.    Ala.  Polytech. 
Inst.  Agr.  Ext.  C.  360,4  p.   Dec. 1947.    275.29  ALIC 

Mentions  position  of  lights,  timer  clocks,  and  a  bell 
ringing  reminder.  . 

MONROE,  M.  M.,  and  COBB,  E.  M.  Introducing  the 
electric  range.  Maine.  Agr.  Col.  Ext.  B.  222,18  p.,  illus. 
May  1936.    275.29  M2&1B 

OHIO.  STATE  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. EXTENSION  SERV.    Keep  'em  for  the  dura- 
tion; some  do's  and  don'ts  to  help  conserve  your  electric 
range  and  maintain  its  continued  efficiency,  by  R.  M. 
Beard.    Columbus,  1942.    6  p. -folder.    275.2  Oh32Ker 

PICKENS,  N.    Selection,  use  and  care  of  the 
electric  range.    Ala.  Polytech.  Inst.  Ext.  Serv.- Equip- 
ment for  the  Farm  Home.  Demonstration,  rev., 8  p. 
June  1937.    275.29  ALID 

SMITH,  H.  I.    Care  of  the  range.    Md.  Agr.  Col. 
Ext.  Home  Mangt.  4-H  Unit  6,3  p.    Sept.1949. 
275.29  M36H 
Includes  electric  ranges. 

SOUTH  DAKOTA.  STATE  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Your  next  range.    S.  Dak. 
State  Col.  Agr.  Ext.  L.  113,6  p. -folder.    Jan.1948. 
275.29  So85E 
Includes  the  electric  range. 

U.  S.  BUR.  OF  HOME  ECONOMICS.    The  electric 
range;  points  to  look  for  in  selecting.    Washington,  1940. 
7  p.    1.982  H2EL2 

U.  S.  BUR.  OF  HOME  ECONOMICS.    How  to  make 
your  gas  or  electric  range  last  longer.    U.  S.  D.  A. 
AWI-8,8  p.-folder,  illus.    Oct.1942.    1  Ag84Aw 
U   S.  Office  of  Price  Administration  cooperating. 

U.  S.  BUR.  OF  HUMAN  NUTRITION  AND  HOME 
ECONOMICS.  How  to  choose  and  use  your  electric  or 
gas  range.    Washington,  1950.    16  p.    1.982  A2H833 

U.  S.  RURAL  ELECTRIFICATION  ADMTN.    Care 
and  use  of  your  electric  range.    U.  S.  Rur.  Electrif. 
Admin.  [Care  &  Use  4],6  p.-folder,  illus.    1943? 
1  R88Ca 

WARD,  G.  J.,  and  ARMSTRONG,  G.  B.    Selecting 
the  electric  range.    HI.  Agr.  Col.  Ext.  HEE1136,4  p. 
Jan.1940.    275.29  IL62Phee 


ARKANSAS.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. EXTENSION  SERV.    A  farm  storage  re- 
frigerator, by  D.  G.  Carter.    FayettevUle,  1941?    8  p., 
Illus.    275.2  Ar4Fs 

BEALL,  T.    Care  of  the  refrigerator.    Ohio.  Agr. 
Col.  Ext.  R.  E.  C.  37,1  p.,  Ulus.    1943?    275.29  Oh32Rec 

BEALL,  T.    A  refrigerator  for  the  farm  home. 
Ohio.  Agr.  Col.  Ext.  RE  2,1  p.,  illus.    1940? 
275.29  Oh32Rec 
Points  to  be  considered  in  purchasing. 

BEARD,  R.  M.,  and  BEALL,  T.    Buy  your  automatic 
refrigerator  with  dollars  and  sense.    Ohio.  Agr.  Col. 
Ext.  B.  166, rev., 12  p.    Ref.    Sept. 1937.    275.29  Oh32 

BEARD,  R.  M.    When  you  buy  your  automatic  re- 
frigerator.   Ohio.  Agr.  Col.  Ext.  B.  276,4  p.,  illus. 
Mar. 1947.    275.29  Oh32 

BROOKS,  C.  P.    Household  refrigerators  and  their 
care.    Vt.  Agr.  Col.  Ext.  Brieflet  697,11  p.,  illus. 
Apr. 1944.    275.29  V59E 
Electric  refrigerators  are  included. 

HOLMAN,  L.  E.    Refrigeration  -  principles  and 
uses.    N.  Dak.  Agr.  Col.  A.  E.  38,12  p.,  illus.    Apr. 1939. 
275.29  N812A 

Discusses  refrigerators,  home-freezing  units,  and 
cold-storage  locker  plants. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Wartime  care  for  the  refrig- 
erator.   Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  41, 
2  p.,  illus.    May  1943.    275.29  Idl3Ir 

KNOWLES,  E.    Wise  use  and  care  of  an  electric 
refrigerator.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  521,11  p., 
illus.    Ref.    June  1942.    275.29  N48E 

MCCONNELL,  J.  E.  W.,  ESSELEN,  W.  B.,  JR.,  and 
FELLERS,  C.  R.    Home  refrigeration  and  food  preserva- 
tion.   Mass.  Agr.  Expt.  Sta.  B.  408,19  p.    July  1943. 
100  M38H 

Table  2  gives  the  effect  of  opening  doors  on  the  KWH 
consumed  by  a  loaded  refrigerator. 

MCCORDIC,  M.    Home  refrigeration.    Wis.  Agr. 
Col.  Ext.  Stencil  C.  221,7  p.,  illus.    Aug.1941. 
275  29  W75B 
Includes  selection  and  care  of  electric  refrigerators. 
MITCHELL,  S.    Refrigerators;  selection,  use, 
care.    Ala.  Polytech.  Inst.  Agr.  Ext.  C.  359,4  p.    Dec. 
1947.    275.29  ALIC 

SOUTH  DAKOTA.  STATE  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Your  next  refrigerator. 
S.  Dak.  State  Col.  Agr.  Ext.  L.  112,6  p.-folder.    Jan.1948. 
275.29  So85E 

U.  S.  BUR.  OF  HOME  ECONOMICS.    How  to  make 
your  refrigerator  last  longer.    U.  S.  D.  A.  AWI-4,8  p.- 
folder,  illus.    1942.    1  Ag84Aw 
U   S   Office  of  Price  Administration  cooperating. 
U.  S.  BUR.  OF  HUMAN  NUTRITION  AND  HOME 
ECONOMICS.    How  to  choose  and  use  your  refrigerator. 
U   S.  D.  A.  AIS-56,15  p.,  illus.    Oct.1946.    1  Ag84Ai 

U.  S.  NATIONAL  BUR.  OF  STANDARDS.    Domestic 
electric  aiid  gas  refrigerators.    U.  S.  Natl.  Bur. 
Standards  Let.  C.  LC472,7  p.    Ref.    June  11,1936. 
157.88  L56 
Selection  and  care. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Care 
and  use  of  your  electric  refrigerator.    U.  S.  Rur. 
Electrif.  Admin.  [Care  &  Use  5], 6  p.-folder,  illus. 

1 04*^  *?     1   RftftCa 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Cold 
weather  is  no  match  for  your  electric  refrigerator. 
Washington,  1939?    4  p.,  illus.    1  R88L 

Care  and  use  of  the  refrigerator. 

YUNG,  F.  D.    A  3-zone  farm  refrigerator.    Nebr. 
Agr.  Expt.  Sta.  Agr.  Engin.  Prog.  Rpt.  11,5  p.,  illus. 
May  1945.    100  N27A 

Consists  of  a  chilling  compartment,  freezing  compart- 
ment, and  frozen-storage  space. 

ROASTERS 

BEALL,  T.    The  electric  roaster.    Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  15,1  p.,  illus.    1940?    275.29  Oh32Rec 

MADDEN,  F.,  and  PEET,  L.  J.    Performance  of 
electric  roasters.    Iowa.  Agr.  Expt.  Sta.  Res.  B.  282:69- 
107,  illus.    Oct. 1940.    100  Io9 

POTTER,  P.  B.,  and  NEALE,  E.  C.    A  study  of 
electric  roasters.    Va.  Agr.  Expt.  Sta.  B.  325,30  p., 
Illus.    July  1940.    100  V81S 
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SAWS 

GARVER,  H.  L.,  and  MAY,  P.  G.   Small  electrical- 
ly operated  cross-cut  saw.    U.  S.  Bur.  Agr.  Chem.  & 
Engin.  ACE-114,9  p.,  illus.    July  12,1941.    1.932  A2Ag8 
Plan  and  specifications. 

Also  issued  as  Wash.  State  Col.  Ext.  Mimeo.  268,7  p., 
illus.    1944?    275.29  W27Mi 

STEWART,  G.  H.    Electric  portable  saw.    Clemson 
Agr.  Col.  S.  C.  Ext.  C.  299,6  p.-folder,  illus.    July  1947. 
275.29  SoBE 
Design  and  specifications. 

WALKER,  C.    An  electric  drag  saw.    Oreg.  State 
Col.  Ext.  C.  450,2  p.,  illus.    Mar. 1945.    275.29  Or32C 

SCALES 

U.  S.  PRODUCTION  AND  MARKETING  ADMIN. 
LIVESTOCK  BR.    Developments  in  electronic  weighing, 
by  C.  L.  Richard.    Washington,  1950.    5  p.    1.956  A2R38 

Presented  before  the  35th  National  Conference  on 
.Weights  and  Measures,  Washington,  D.  C,  May  24,  1950. 

Though  now  being  tested  for  use  in  weighing  livestock 
and  certain  bulk  commodities,  it  is  considered  to  hold 
promise  of  realizing  the  ultimate  of  instantaneous  weight 
determination. 

SEWING  MACHINES 

FLORIDA.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  DIV.    Convert  your 
treadle  model  to  an  electric  sewing  machine. 
Gainesville?  1948?    3  p.,  illus.    275.2  F662Con 

HOLBROOK,  H.  S.,  and  KREWATCH,  A.  V.    Sewing 
machines;  cleaning  and  adjusting.    U.  S.  D.  A.  Farmers' 
•  B.  1944,24  p.,  illus.    Aug.1943.    1  Ag84F 

Extension  Service,  University  of  Maryland,  cooperating. 
Electric  sewing  machines  are  included. 

HUNTER,  W.  N.,  and  MCIVER,  J.    Cleaning  and 
adjusting  the  sewing  machine.    N.  C.  Agr.  Col.  Ext.  Misc. 
Pam.  99,4  p.,  illus.    Jan.1946.    275.29  N811M 

Takes  in  special  safeguards  and  suggestions  in  the  case 
of  electric  machines. 

LANE,  L.  R.    Your  sewing  machine,  care  and  ad- 
justment.   Oreg.  State  Col.  Ext.  B.  624,4  p.,  illus. 
Sept.1943.    275.29  Or32B 
Electric  sewing  machines,  p.  4. 

MCCALL,  R.  J.    Sewing  machine  care  and  adjust- 
ment.   Pa.  State  Col.  Agr.  Ext.  C.  298,14  p.,  illus. 
Apr. 1946.    275.29  P38C 
The  electric  sewing  machine,  p.  13. 

MIDKIFF,  O.    Care  of  the  sewing  machine.    Miss. 
State  Col.  Ext.  L.  26,9  p.-folder,  illus.    July  1942. 
275.29  M68EX 
Brief  reference  to  the  motor  of  an  electric  machine. 
PARKS,  R.  R.    Sewing  machine  selection.    111.  Agr. 
Col.  Ext.  AEng    294,5  p.    Feb.1941.    275.29  IL62Pa 
Electric  machines,  p.  4-5. 

SHELLERS 

ARNOLD,  H.  A.,  and  SHARP,  M.  A.    The  improved 
castor-bean  sheller.    Tenn.  Agr.  Expt.  Sta.  B.  187,11  p., 
illus.    Jan.1944.    100  T25S 
Mentions  that  a  3-h.p.  electric  motor  may  be  used. 

SHOP  EQUIPMENT 

BLAUSER,  I.  P.    Electricity  in  the  farm  shop. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  26,1  p.,  illus.    1943? 
275.29  Oh32Rec 
Lists  handy  electrical  equipment. 

GIENGER,  G.  W.    Recommended  tools  for  the 
farm  shop.    Md.  U.  Ext.  Agr.  Engin.  Ser.  3,4  p.    July 
1947.    275.29  M36Ae 

Advocates  electricity  for  the  countless  repair  jobs 
needed  and  mentions  several  kinds  of  electric  tools. 

GOWDER,  M.  T.    Farm  shop  and  equipment.    Tenn. 
Agr.  Col.  Ext.  P.  277,16  p.,  illus.    Feb.1944.    275.29  T25 

Equipment  illustrated  includes  an  electric  grinder  and 
an  electric  drill. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Electric  soldering  in  the 
farm  shop.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L. 
20,4  p.,  illus.    Aug. 1,1941.    275.29  Idl3Ir 

KENNEDY,  A.  C.    The  farm  shop  and  tool  equip- 
ment.   Ohio.  Agr.  Col.  Ext.  B.  201, ed. 3, rev., 24  p.,  illus. 
Aug.1946.    275.29  Oh32 

Advocates  electricity  as  being  a  source  of  cheap  power. 
Discusses  electrical  welding,  grinder,  drill,  power  saw 
and  lathe. 


SHOP  EQUIPIuIENT— Continued. 

KNIGHT,  W.  H.    The  electrified  farm  shop.   Idaho. 
Agr.  Col.  Ext.  Farm  Electrif.  L.  1,4  p.,  illus.    Jan.15, 
1948.    275.29  Idl3Fa 

ROEHL,  L.  M.    The  farm  repair  shop.   N.  Y,  Agr. 
Col.  Cornell  Ext.  B.  534,4  p.,  lUus.    Sept.1942. 
275.29  N48E 

Gives  plan  and  mentions  position  of  electric  lights  and 
outlets  to  accommodate  extension  cords  and  small 
motors  for  use  with  electric  equipment. 

SILO  FILLING  EQUIPMENT 

BLAUSER,  I.  P.    Electric  power  for  silo  filling. 
Ohio.  Agr.  Col.  Ext.  R.  E.  C.  17,1  p.,  illus.    1940? 
275,29  Oh32Rec     . 

PARKS,  R.  R.    Electric  sUo  filling.    HI.  Agr.  Col. 
Ext.  AEng   252,3  p.,  Illus.    Jan.1940.    275.29  IL62Pa 

PHAGAN,  C.  V.    Filling  the  silo  with  small  power 
units.    Clemson  Agr.  Col.  S.  C.  Ext.  Agr.  Engin.  Farm 
Mach.  L.  4,3  p.,  Illus.    Aug.1940.    275.29  So8Fa 

Recommendations  for  Installation  and  care  of  ensilage 
cutters  and  for  installation  of  electric  motors. 

SPRAY  REMOVERS 

HALLER,  M.  H.,  SMITH,  E.,  and  RYALL,  A.  L. 
Spray-residue  removal  from  apples  and  other  fruits. 
U.  S.  D.  A.  Farmers'  B.  1752, rev. ,21  p.,  Illus.    Aug.1943. 
1  Ag84F 

Machines  described  are  run  by  electricity;  also  electric 
immersion  heaters  are  suggested  for  heating  solutions. 

DANA,  H.  J.  Methods  of  heating  fruit  washing 
solutions.  Wash.  Engin.  Expt.  Sta.  B.  47,14  p.,  illus. 
Oct.1935.    Llbr.  Cong. 

Describes  equipment  for  spray  removal,  Including 
electric  bayonet-type  heaters,  automatic  control,  and 
warning  signals  (p.  11-13). 

STORAGE  EQUIPMENT 

ARNOLD,  E.  L.    Farm  refrigerated  storages. 
N.  Y.  Cornell  Agr.  Expt.  Sta.  B.  724,40  p.,  illus.    Sept. 
1939.    100  N48C 

Describes  storage  buildings,  insulation,  and  types  of 
cooling  units,  and  gives  horsepower  used. 

ARNOLD,  E.  L.  Farm  refrigeration  for  apples. 
N.  Y.  Agr.  Col.  Cornell  Ext.  B.  516,40  p.,  illus.  June 
1942.    275.29  N48E 

Describes  electric  refrigeration,  blower  systems,  and 
allied  equipment. 

BAKER,  C.  E.,  and  MAYER,  I.  D.    Air  cooled 
apple  storages.    Ind.  Agr.  Expt.  Sta.  C.  154, rev. ,26  p., 
illus.    Nov.1940.    100  In2P 
Describes  use  of  electric  fans  and  portable  humidifiers. 
CARDINELL,  H.  A.    Refrigerator  cars  as  farm 
storages.    Mich.  Agr.  Expt.  Sta.  Spec.  B.  308,38  p.,  Illus. 
Ref.    May  1941.    100  M58S 

Describes  the  use  of  retired  refrigerator  cars,  some  of 
which  are  equipped  with  mechanical  refrigeration.  Costs, 
including  electric  power,  are  given. 

COMIN,  D.    Refrigerated  farm  apple  storages. 
Ohio.  Agr.  Expt.  Sta.  B.  632,68  p.,  illus.    Aug.1942. 
100  Oh3S 
Cost  of  electric  power,  p.  4. 

GOODMAN,  A.  M.    The  air-cooled,  or  common, 
apple  storage  and  its  management.    N.  Y.  Agr.  Col. 
Cornell  Ext.  B.  453, rev. ,32  p.,  Illus.    Apr. 1950. 
275.29  N48E 

Forced  draft  or  fan  system,  p.  21-24;  Use  of  Ice  In  air- 
cooled  storage  [Includes  use  of  fan],  p.  29-31;  Small 
mechanical  refrigerators,  p.  31-32. 

GUNNESS,  C.  I.,  COLE,  W.  R.,  and  ROBERTS, 
O.  C.    Farm  storages  for  New  England  apples.    Mass. 
Agr.  Expt.  Sta.  B.  360,32  p.    Mar. 1939.    100  M38H 

Includes  design  and  specifications  for  refrigerated 
storage,  and  cost  of  electricity  used. 

HUKILL,  W.  v.,  and  SMITH,  E.    Cold  storage  for 
apples  and  pears.    U.  S.  D.  A.  C.  740,61  p.,  illus.    Ref. 
Feb.1946.    1  Ag84C 
Describes  refrigerating  equipment. 

MAINE.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Air  condi- 
tioning potato  storages.    Maine.  Agr.  Col.  Ext.  B.  392, 
16  p.,  illus.    June  1949.    275.29  M281B 
Makes  use  of  an  electric  motor. 
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STORAGE  EQUIPMENT— Continued. 

MARSHALL,  R.  E.    Construction  and  management 
of  farm  storages  with  special  reference  to  apples     Mich 
Agr.  Expt.  Sta.  C.  B.  143,rev.,62  p.,  illus.    Ref.    Oct. 
1945.    100  M58S 

Electric  power  consumption,  p.  57-58. 

STAHL,  A.  L.,  and  CAIN,  J.  C.    Cold  storage 
studies  of  Florida  citrus  fruits,  m.  The  relation  of 
storage  atmosphere  to  the  keeping  quality  of  citrus  fruit 
in  cold  storage.    Fla.  Agr.  Expt.  Sta.  B.  316,44  p.,  illus 
Ref.   Oct.1937.    100  F66S 

Electric  fans  used. 

STUMP  BURNERS 

MILLER,  R.  N.    The  forced  draft  method  of  stump 
burning.    Wash.  State  Col.  Ext.  B.  229,12  p.,  illus. 
Mar. 1937.    275.29  W27P 

Described  as  using  an  electric  motor  driving  a  certain 
type  of  fan. 

SWEETPOTATO  CURING  EQUIPMENT 

SCHALLER,  J.  A.,  and  DRAIN,  B.  D.    Electricity 
for  curing  and  storing  sweet  potatoes;  progress  report 
on  two  seasons'  observations  in  sweet  potato  storage 
houses  of  capacities  varying  from  500  to  2,000  bushels. 
Tenn.  Agr.  Expt.  Sta.  C.  63,4  p.,  illus.    Oct. 1938. 
100  T25S 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.  Electric  curing  of  sweet  potatoes. 
Knoxville,  1940?    1  p.,  illus.    173.2  T25ELc 

TOASTERS 

POTTER,  P.  B.,  and  BILLER,  E.  E.    Electrical 
toast-making.    Va.  Agr.  Expt.  Sta.  B.  374,22  p.,  illus. 
Aug. 1945.    100  V81S 
Types  of  toasters  are  compared. 

TOBACCO  EQUIPMENT 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Heating  and  ventilating  system  for 
Hurley  tobacco  barns.    Knoxville?  1941.    1  p.,  illus. 
173.2  T25He 
Mentions  electric  power  consumed. 

WELCH,  E.  G.    Tobacco  stripping  lights.    Ky.  Agr. 
Col.  Ext.  L.  111,4  p.,  illus.    June  1947.    275.29  K415Le 

TRANSFORMERS 

BROOKS,  H.  B.    Information  for  the  amateur  de- 
signer of  transformers  for  25-  to  60-cycle  circuits. 
U.  S.  Natl.  Bur.  Standards    C.  C408,25  p.,  illus.    June  14, 
1935.    157.88  C49 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.  Trans- 
former problems.  Rev.  Washington,  1949.  24  p.,  illus. 
Ref.    1  R88T 

VACUUM  CLEANERS 

BEALL,  T.    Care  of  the  vacuum  cleaner.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  29,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BEALL,  T.    The  electric  vacuum  cleaner.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  23,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BEALL,  T.    Use  of  the  vacuum  cleaner.    Ohio.  Agr. 
Col.  Ext.  R.  E.  C.  35,1  p.,  illus.    1943?    275.29  Oh32Rec 

BEARD,  R.  M.,  and  BEALL,  T.    Electric  vacuum 
cleaners;  their  selection,  use,  and  care.    Ohio.  Agr.  Col. 
Ext.  B.  204,16  p.,  illus.    Jan. 1940.    275.29  Oh32 

MCCORDIC,  M.  P.    Keeping  the  house  clean.    Wis. 
Agr.  Col.  Ext.  Spec.  C.,rev.,8  p. -folder,  illus.    June 
1944.    275.29  W75S 
Vacuum  cleaners,  p.  3-5. 

ROBERTS,  E.  H.    Vacuum  cleaning.    Wash.  Agr. 
Expt.  Sta.  B.  336,24  p.,  illus.    Ref.    Sept. 1936.    100  W27E 

U.  S.  BUR.  OF  HOME  ECONOMICS.    The  electric 
vacuum  cleaner;  points  to  look  for  in  selecting. 
Washington,  1940?    5  p.    1.982  H2EL22 

U.  S.  BUR.  OF  HOME  ECONOMICS.    Take  care  of 
vacuum  cleaners  and  carpet  sweepers.    U.  S.  D.  A. 
AWI-19,8  p. -folder.    Jan.1943.    1  Ag84Aw 
U.  S.  Office  of  Price  Administration  cooperating. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Care 
and  use  of  your  vacuum  cleaner.    U.  S.  Rur.  Electrif. 
Admin.  fCare  &  Use  61,6  p. -folder,  illus.    1943? 
1  R88Ca 


VENTILATING  EQUIPMENT 

FAIRBANKS,  F.  L.,  and  GOODMAN,  A.  M.    Dairy- 
stable  ventilation.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  151, 
rev., 32  p.,  illus.    June  1943.    275.29  N48E 

Electric-fan  ventilation  on  the  Fairbanks-Goodman 
principle  (p.  30-32). 

FAIRBANKS,  F.  L.,  and  GOODMAN,  A.  M.    The 
ventilation  of  poultry  laying  houses.    N.  Y.  Agr.  Col 
Cornell  Ext.  B.  315,rev.,39  p.,  illus.    Feb.1950. 
275.29  N48E 

The  exhaust  fan  and  its  motor,  p.  22-25 
M        ^'^^W^'^N,  W.  C.    Ventilation  for  dairy  stables. 

tlm-  '2M!2?ii3lfEn'"^*"-  ''^-  '''■  ''•''  '■'  "^-- 

Describes  an  electric-fan  system,  based  on  the 
Fairbanks-Goodm.an  principle,  with  detailed  designs  and 
specifications. 

vpnt^li?•^^^°'i'  7-  \-'  ^"'^  MCCALMONT,  J.  R.    Forced 
ventilation  for  dairy  barns  and  poultry  houses.    Washing- 

eV  Ref.'-1^965  ll^^^"^'"^-'  '°"^'  *  ^^'•-  ^"^'"•'  ^^^^• 

Cm?a^o!'lll^"De'"c?  n,'?94t  °'  ^^'^"""'"^  ^"S'"— - 
Ventilation  by  using  electric  fans. 

n„i    p!!y^^^'„^;  P-    ^^''■y  ^^'■"  ventilation.    Maine.  Agr. 
Col    Ext.  B.  277,15  p.,  illus.    June  1940.    275.29  M281B 
Electric-fan  ventilation,  with  table  showing  number  of 
cows  to  fan  capacity,  motor  size,  and  intakes,  p.  14-15. 

WASHING  MACHINES 

BEALL,  T.    The  electric  washing  machine.    Ohio 
Agr.  Col.  Ext.  R.  E.  C.  20,1  p.,  illus.    1943? 
275.29  Oh32Rec 

BEALL,  T.    Use  and  care  of  electric  washing 
machine.    Ohio.  Agr.  Col.  Ext.  R.  E.  C.  25,1  p     illus 
1943?    275.29  Oh32Rec 

BEARD,  R.  M.    When  you  buy  your  washing  ma- 
chine.   Ohio.  Agr.  Col.  Ext.  B.  278,4  p.,  illus.    Mar. 1947. 
275.29  Oh32 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Washing  machines.    Idaho. 
Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  37,2  p.,  illus. 
Jan.1943.    275.29  Idl3Ir 

MINDEN,  M.  B.    Selecting  an  automatic  washing 
machine.    Oreg.  State  Col.  Ext.  C.  519,6  p. -folder,  illus. 
July  1948.    275.29  Or32C 

POTTER,  P.  B.    Home  laundry  investigations.    Va. 
Agr.  Expt.  Sta.  B.  361,31  p.    May  1944.    100  V81S 
Includes  tests  of  five  electric  washing  machines 
(p.  14-15). 

SOUTH  DAKOTA.  STATE  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Your  next  washing  machine. 
S.  Dak.  State  Col.  Agr.  Ext.  L.  111,6  p.-folder.    Jan. 1948. 
275.29  So85E 

U.  S.  BUR.  OF  HUMAN  NUTRITION  AND  HOME 
ECONOMICS.    How  to  choose  and  use  your  washing  ma- 
chine.   Washington,  1947.    15  p.,  illus.    1.982  A2H83 

Reprinted  as  Wash.  State  Col.  Ext.  C.  114.    Sept. 1947. 
275.29  W27C 

U.  S.  BUR.  OF  HUMAN  NUTRITION  AND  HOME 
ECONOMICS.    How  to  choose  and  use  your  washing 
machine.    U.  S.  D.  A.  AIS-73,16  p.,  illus.    June  1948. 
1  Ag84Ai 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Care 
and  use  of  your  washer.    U.  S.  Rur.  Electrif.  Admin. 
fCare  &  Use  7], 6  p.-folder,  illus.    1943?    1  R88Ca 

YOUNG,  L.  A.,  and  MCCORDIC,  M.  P.    They  learn 
about  buying  a  washing  machine.    Wis.  Agr.  Col.  Ext. 
Spec.  C.,7  p.,  illus.    Dec. 1946.    275.29  W75S 

WATER  SYSTEMS 

ARNOLD,  E.  L.    Water  systems  for  the  farm  home. 
Ark.  Agr.  Col.  Ext.  C.  416,25  p.,  illus.    June  1938. 
275.29  Ar4 

BENTLEY,  M.  R.    Waterworks  for  Texas  farm 
homes.    Tex.  Agr.  Col.  Ext.  B-67,23  p.,  illus.    1940. 
275.29  T312 
Electrically  operated  pumps,  p.  17-18. 

BLAUSER,  I.  P.    Running  water  a  farm  necessity. 
Ohio.  Agr.  Col.  Ext.  [RE]1,1  p.,  illus.    1940? 
275.29  Oh32Rec 

Gives  details  as  to  electrical  costs,  types  of  systems, 
and  estimations  of  water  requirements. 

BLAUSER,  'I.  P.    Servicing  the  electric  water 
system.    Ohio.  Agr.  Col.  Ext.  R.  E.  C.  45,1  p.,  illus. 
1943?    275.29  Oh32Rec 
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WATER  SYSTEMS— Continued. 

BOYD,  G.  W.    A  water  system  for  the  farm  home. 
Wyo.  Agr.  Col.  Ext.  C.  69,15  p.,  illus.    Ref.    June  1939. 
275.29  W99C 
Recommends  an  electric  motor. 

BROOKS,  J.  B.   Electric  water  systems  for  farms. 
Ky.  Agr.  Col.  Ext.  C.  452,39  p.,  illus.    Jan.1948. 
275.29  K415 

BUGBEE,  R.  J.,  and  SCHNEIDER,  E.  C.    Protec- 
tion of  water  systems  by  soil  heating  cable.   Vt.  Agr. 
Col.  Ext.  Brieflet  753,5  p.,  illus.    Nov.1946. 
275.29  V59E 
Includes  design  and  specifications. 

CALHOUN,  J.  L.,  and  OGLESBEE,  J.  C,  JR. 
Electric  water  systems  for  the  farm.    Ga.  Agr.  Col.  Ext. 
B.  483,rev.,27  p.,  illus.    June  1946.    275.29  G29B 
Revised  by  G.  I.  Johnson. 

CHAMBERS,  T.  B.,  and  NICHOLS,  M.  L.  Farm 
waterworks  and  sewage  systems.  Ala.  Polytech.  Inst. 
Ext.  C.  80,rev.,39  p.,  illus.    May  1937.    275.29  ALIC 

GARVER,  H.  L.    Safe  water  for  the  farm. 
U.  S.  D.  A.  Farmers'  B.  1978,46  p.,  illus.    Sept. 1946. 
1  Ag84F 
Electric  power  for  pumping,  p.  37-38. 

HUBER,  M.  G.    Electric  water  systems  for  farm 
and  home.   Oreg.  State  Col.  Ext.  B.  671,24  p.,  illus. 
Aug.1946.    275.29  Or32B 

HUBER,  M.  G.    Running  water  for  farm  and  home. 
Maine.  Agr.  Col.  Ext.  B.  250,31  p.,  illus.    June  1938. 
275.29  M281B 
Mentions  use  of  electric  power. 

HUNDLEY,  J.  C.    Electric  water  systems  for  the 
farm.    Tenn.  Agr.  Col.  Ext.  P.  260,rev.,29  p.,  illus. 
Oct.1948.    275.29  T25 

HUNTER,  F.  M.    An  electric  water  system  and 
plumbing  for  the  farm.    Miss.  State  Col.  Ext.  C.  94,10  p., 
illus.    June  1937.    275.29  M68C  ,  ,  ^^^  ^_  Ar-oT^iTi 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE   EXTENSION  SERV.    Farm  water  systems.    Idaho. 
Agr    Col.  Ext.  Rur.  Electrif.  Ext.  L.  29,4  p.,  illus. 
Mav  1  1942.    275.29  IdlSIr 

^    IDAHb.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE   EXTENSION  SERV.    Have  you  checked  your 
water  system?    Idaho.  Agr.  Col.  Rur.  Electrif.  Ext.  L. 
45,2  p.,  illus:~Sept.l943.    275.29  Idl3Ir 
Includes  care  of  motors.  .^„t^„t 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE   EXTENSION  SERV.    Water  supply  and  plumbing 
for  the  farm  home.    Idaho.  Agr.  Col.  Ext.  Mimeog.  5, 
12  p.,  illus.    1940?    275.29  Idl3L 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE   EXTENSION  SERV.    Water  when  you  need  it. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  51,2  p.,  illus. 
Mar. 1944.    275.29  Idl3Ir 
Mentions  KWH  needed  for  pumping  specified  quantities 

of  water.  ,,     ,         . 

MARTIN,  G.  E.    Running  water  in  the  farm  home. 
Tenn.  Agr.  Col.  Ext.  P.  190,rev.,ll  p.,  illus.    Mar. 1937. 
275.29  T25 
Electric  pumps,  p.  10-11. 

PHAGAN,  C.  V.    Water  systems  for  the  farm  home. 
Clemson  Agr.  Col.  S.  C.  Ext.  Agr.  Engin.  C.  1,7  p.,  illus. 
Jan.1940.    275.29  SoBAc 
Includes  electric  systems. 

PHAGAN,  C.  V.    Water  systems  for  the  farm  home. 
Okla.  Agr.  Col.  Ext.  C.  473,34  p.,  illus.    1948. 
275.29  Ok41C 
Includes  description  of  a  simple  electric  system. 
ROGERS,  F.    Water  and  sewerage  systems  for 
Florida  rural  homes.    Fla.  Agr.  Col.  Ext.  B.  91,20  p., 
illus.    June  1937.    275.29  F66 

Describes  types  of  systems  for  some  of  which  electric 
motors  may  be  used. 

RYAN,  D.  M.,  and  MCPHEE,  G.  E.    Sewage  disposal 
and  water  systems  on  the  farm.    Minn.  U.  Agr.  Ext.  B. 
247, rev. ,24  p.    June  1949.    275.29  M66S 

Describes  installation  of  an  electrically-operated 
system. 

SCHULZ,  A.  H.    Pressure  water  systems.    N.  Dak. 
Agr.  Col.  Ext.  C.  AE-25,10  p.,  illus.    Dec. 1948. 
275.29  N812C 
Instructions  for  wiring  the  system,  p.  10. 

STOVER,  H.  E.    Farm  water  supply.    Kans.  State 
Col.  Agr.  Ext.  Rur.  Electrif.  4,8  p.,  illus.    June  1948. 
275.29  K13En 

Covers  consumption  estimates,  safe  water  require- 
ments, and  sources  of  supply  with  construction  details, 
including  designs  and  specifications. 


WATER  SYSTEMS— Continued. 

STOVER,  H.  E.    Water  pumping  systems  for  the 
farm.   Kans.  State  Col,  Agr.  Ext.  Rur.  Electrif.  6,12  p., 
illus.    June  1948.    275.29  K13En 

SWINK,  E.  T.  An  electric  water  system  for  the 
farm.  Va.  Agr.  Col.  Ext.  C.  E-324,8  p.,  illus.  1935? 
275.29  V81C 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. DIV.  OF  EXTENSION.    Improved  water  sys- 
tems for  Tennessee  farm  homes.    Tenn.  Agr.  Col.  Ext. 
Spec.  C.  53,8  p.    Feb.1937.    275.29  T25C 
Mentions  various  farm  and  home  uses  of  electricity. 
TURNER,  C.N.    A  shallow-well  water  system. 
N.  Y.  Agr.  Col.  Cornell  Ext.  B.  392,14  p.,  illus. 
Sept.1938.    275.29  N48E 
Uses  an  electric  motor. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Care  of 
your  electric  water  system.   Washington,  1948.    2  p., 
illus.    1  R88Car 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Elec- 
tricity makes  possible  a  pressure  water  system  on  every 
farm.    Washington,  1939.    8  p. -folder,  illus.    1.933  EL27 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Plan- 
ning for  farm  plumbing.    Washington,  1939?    32  p.,  illus. 
17S.2  R88PL 
Includes  description  of  the  electric  pump. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Plan- 
ning the  electric  water  system  and  plumbing  for  your 
farmstead.    U.  S.  D.  A.  Misc.  P.  674,16  p.,  illus.    1949. 
1  Ag84M 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Plan- 
ning your  farm  water  system.    St.  Louis,  1944?   4  p., 
illus.    1  R88PL 
Electrical  cost  of  pump  estimated. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    A 
plumbing  program  for  the  REA  financed  cooperative. 
Washington?  1946.    40  p.  (AL-77).    1.933  P732 

Selection  of  electric  pumps  for  farm  water  systems 
(p.  30-33). 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    REA 
manual  on  farm  water  and  plumbing  systems.    Wash- 
ington, 1946.    32  p.,  illus.    (AL-68)    1.933  R119 

Describes  electric  systems,  including  water  heaters, 
and  gives  cost  of  operating  electric  pumps. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Water 
for  the  modern  farmstead.    U.  S.  D.  A.  AIS-44,4  p., 
illus.    Mar. 1946.    1  Ag84Ai 

Describes  lay-out  and  equipment,  including  electric 
pump. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    You'll 
want  running  water  and  plumbing  on  your  farm  too,  by 
E.L.Arnold.    Washington?  1947?    15  p.    1.933  Y84 
Mentions  types  of  electric  pumps. 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Pumps  and  plumbing  for  the  farmstead, 
by  G.  E.  Henderson  and  J.  A.  Roberts.    Knoxville,  1940. 
119  p.,  illus.    Ref.    173.2  T25Pu 
Electric  motors,  p.  39;  Electric  water  heaters,  p.  77. 
VAN  VLACK,  C.  H.    Farm  and  home  water  systems, 
Iowa.  State  Col.  Agr.  Ext.  C.  256,12  p.,  illus.    May  1939. 
275.29  Io9 

Electric  motors  mentioned  in  descriptions  of  the  auto- 
matic system  (p.  5-6)  and  the  hydropneumatic  system 
(p.  7-9). 

VIRGINIA.  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Running  water  pays !    Va. 
Polytech.  Inst.  Ext.  VFEC-5,4  p.,  illus.    Mar. 1949. 
275.29  V81Vf 
Electric  water  systems. 

WOOLEY,  J.  C,  JONES,  M.  M.,  and  HUFF,  K.  B. 
Farm  water  systems.    Mo.  Agr.  Col.  Ext.  C.  413,26  p., 
illus.    Feb. 1940.    275.29  M69C 
Electric  pumps  and  water  systems,  p.  17-21. 

WELDERS 

BLAUSER,  I.  P.    Arc  welders  for  farms.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  77,1  p.,  illus.    1945? 
275.29  Oh32Rec 
Discusses  type  and  capacity. 

FOSTER,  G.  H.    Electric  welders  on  the  farm  and 
their  effect  on  rural  power  distribution.    Wash.  Agr.  Expt. 
Sta.  B.  487,25  p.,  illus.    May  1947.    100  W27E 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Idaho  farms  strike  the  arc. 
Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  68,2  p., 
illus.    Aug.1945.    275.29  IdlSIr 
Arc  welders. 
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WELDERS-'Continued. 


WIRING--Continued. 


RroOUT,  W.  J.,  JR.,  and  GILES,  G.  W.    Electric 
welding  on  rural  lines.    N.  C.  Agr.  Col.  Ext.  C.  297, 
16  p. -folder,  illus.    Apr. 1947.    275.29  N811 

WIRING 

BEALL,  T.    A  chart  for  your  house  wiring.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  60,1  p.,  illus.    1944? 
275.29  Oh32Rec 

BEALL,  T.,  and  BLAUSER,  I.  P.    Electric  wiring 
and  its  protection.  I-III.    Ohio.  Agr.  Col.  Ext.  R.  E.  C. 
53;55;57,1  p.  each,  illus.    19437-1944?    275.29  Oh32Rec 

BEALL,  T.    When  a  fuse  blows.    Ohio.  Agr.  Col. 
Ext.  R.  E.  C.  58,1  p.,  illus.    1944?    275.29  Oh32Rec 

BEATY,  H.  H.    Electrical  wiring  for  farm 
buildings.    Iowa.  State  Col.  Agr.  Ext.  C.  257,23  p.,  illus. 
May  1939.    275.29  Io9 

BLAUSER,  I.  P.    Keeping  electricity  safe.    Ohio. 
Agr.  Col.  Ext.  R.  E.  C.  22,1  p.,  illus.    1943? 
275.29  Oh32Rec 
Care  and  use  of  the  wiring  system. 

BROWDER,  W.  J.  R.,  and  KELLER,  L.  L.    Plan- 
ning for  electricity  on  Tennessee  farms.    Tenn.  Agr.  Col. 
Ext.  P.  251,29  p.,  illus.    July  1941.    275.29  T25 
Wiring. 

CALHOUN,  J.  L.,  and  DOWDY,  W.  V.    Planning 
for  electricity  on  Georgia  farms.    Ga.  Agr.  Col.  Ext.  B. 
475, rev. ,27  p.,  illus.    May  1946.    275.29  G29B 
Chiefly  wiring. 

CALIFORNIA.  AGRICULTURAL  EXPERIMENT 
STATION.    Maintenance  of  farm  electric  wiring. 
Berkeley,  1943.    4  p.,  illus.    335  C124 

CAMERON,  C.  F.    Grounding  to  prevent  electrical 
hazards.    Okla.  Engin.  Expt.  Sta.  P.  58,43  p.,  illus. 
Jan.1946.    290.9  Ok4 

CHAMBERS,  E.  H.,  FISHER,  H.  S.,  and  WHISNANT, 
M.  N.    Planning  for  electricity  on  Alabama  farms.    Ala. 
Polytech.  Inst.  Ext.  C.  316,30  p.,  illus.    Dec. 1945. 
275.29  ALIC 
Wiring. 

CORNELL  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. DEPT.  OF  AGRICULTURAL  ENGINEERING. 
Good  electric  wiring,  by  C.  N.  Turner.    Ithaca,  1936. 
2  p.,  illus.    (388)    335  C814 

DAVIS,  E.  H.    4-H  Clubs  rural  electrification  pro- 
ject (1st  year  work).    Oreg.  State  Col.  Ext.  C.  330,15  p., 
illus.    Apr. 1939.    275.29  Or32C 
Includes  wiring  plans. 

EBINGER,  D.  G.    Farm  electricity  for  4-H  clubs. 
Mich.  State  Col.  Ext.  Club  B.  25, rev. ,20  p.,  illus.    Ref. 
Aug. 1940.    275.29  M58C 
Includes  wiring  instructions. 

FENTON,  F.  C,  STOVER,  H.  E.,  and  SMITH,  E.  H. 
Wiring  the  farmstead.    Kans.  State  Col.  Agr.  Ext.  B.  63, 
rev., 51  p.,  illus.    Jan.1946.    275.29  K13E 

HARRINGTON,  W.  C,  and  HAYNES,  H.  J.    Farm 
wiring.    Mass.  U.  Agr.  Ext.  Spec.  C.  130,16  p.,  illus. 
Nov. 1945.    275.29  M381Sc 

lAlso  issued  as  N.  H.  Agr.  Col.  Ext.  C.  272,14  p.,  illus. 
1945?    275.29  N45C;  R.  I.  State  Col.  Ext.  B.  99,16  p., 
illus.    Nov. 1945.    275.29  R34 

HARRINGTON,  W.  C.    Outdoor  wiring;  conductors 
for  outside  wiring  between  pole  and  dwelling,  and  between 
service  buildings  on  circuits  having  maximum  voltage  to 
ground  of  150  volts.    Mass.  State  Col.  Ext.  Engin.  Ext. 
Ser.  69,4  p.    Oct. 1,1938.    275.29  M381En 

HARRINGTON,  W.  C.  Wiring  the  dairy  barn. 
Mass.  State  Col.  Ext.  Engin.  Ext.  Ser.  10, rev. ,7  p., 
illus.    Apr. 1,1938.    275.29  M381En 

HARRINGTON,  W.  C,  and  SMITH,  A.  B.    Wiring 
the  dairy  building.    Mass.  State  Col.  Ext.  Engin.  Ext. 
Ser.  72,6  p.    Mar. 1939.    275.29  M381En 

HARRINGTON,  W.  C.    Wiring  the  milk  house. 
Mass.  State  Col.  Ext.  Engin.  Ext.  Ser.  13, rev. ,5  p.,  illus. 
July  1,1938.     275.29  M381En 

HARRINGTON,  W.  C.    Wiring  the  poultry  house. 
Mass.  State  Col.  Ext.  Engin.  Ext.  Ser.  67, rev. ,8  p.,  illus. 
July  1,1938.    275.29  M381En 

HASWELL,  J.  R.,  and  PETERSON,  V.  S.    Electric 
wiring  for  the  farm.    Pa.  State  Col.  Ext.  C.  215, rev. ,26  p., 
illus.    Apr. 1941.    275.29  P38C 

HUNTER,  F.  M.    Wiring  and  lighting  for  the  farm 
and  home.    Miss.  State  Col.  Ext.  B.  91,36  p.,  illus. 
Apr. 1938.    275.29  M68 


IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Are  you  planning  today  for 
your  home  tomorrow?    Idaho.  Agr.  Col.  Ext.  Rur. 
Electrif.  Ext.  L.  63,2  p.,  illus.    Mar. 1945.    275.29  Idl3Ir 

Suggested  lay-out  for  wiring  location  of  outlets  and 
switches. 

IDAHO.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. EXTENSION  SERV.    Wiring  today  for  tomorrow's 
needs.    Idaho.  Agr.  Col.  Ext.  Rur.  Electrif.  Ext.  L.  75, 
2  p.,  iUus.    Mar. 1946.    275.29  Idl3Ir 
Plan  for  farm  wiring. 

ILLINOIS.  UNIVERSITY.  COLLEGE  OF  AGRICUL- 
TURE. AGRICULTURAL  EXTENSION  SERV.    Farm 
electrification  and  your  wiring  problems,  by  R.  R.  Parks. 
Urbana,  1939.    4  p.,  illus.    275.2  IL62Fe 

Includes  placing  of  outlets,  cost  of  wiring,  and  lighting 
fixtures. 

JENNINGS,  B.  A.    Milk-house  construction.    N.  Y. 
Agr.  Col.  Cornell  Ext.  B.  330,rev.,31  p.,  illus.    June 
1943.    275.29  N48E 
Wiring,  p.  20-21. 

JONES,  D.  E.,  and  GORDON,  P.  E.  Wiring  and 
lighting  the  farm  home.  N.  C.  Agr.  Col.  Ext.  C.  213, 
23  p.    Mar. 1937.    275.29  N811 

KELLEY,  J.  B.,  and  WELCH,  E.  G.    How  to  esti- 
mate the  cost  of  wiring,  equipment  and  electric  service 
for  the  farmstead.    Ky.  Agr.  Col.  Ext.  C.  315,8  p. 
Aug.1938.    275.29  K415 

KLOEFFLER,  R.  G.,  BRENNEMAN,  J.  L.,  and 
HUNT,  O.  D.    A  low-cost  electrical  system  for  farms 
Kans.  State  Col.  Agr.  Ext.  C.  117, rev. ,17  p.,  illus 
June  1938.    275.29  K13Ex 

Describes  a  wiring  plan  for  the  house,  wiring  devices, 
and  appliances. 

KREWATCH,  A.  V.  How  to  plan  your  electric 
wiring.  Md.  U.  Agr.  Ext.  Rur.  Electrif.  Ser.  4,8  p., 
illus.    June  1937.    275.29  M36R 

MASSACHUSETTS.  STATE  COLLEGE.  EXTENSION 
SERV.    Preliminary  notes  on  grounding  problems  in 
rural  areas.    Mass.  State  Col.  Ext.  Engin.  Ext.  Ser.  104, 
rev. ,3  p.    June  1,1945.    275.29  M381En 
Grounding  of  electric  wiring  system. 

MASSACHUSETTS.  STATE  COLLEGE.  EXTENSION 
SERV.    Wire  sizes  for  branch  circuits.    Mass.  State  Col. 
Ext.  Engin.  Ext.  Ser.  120  1  p.    1946?    275.29  M381En 

MILLER,  M.  M.    Wiring  the  house.    Minn.  U.  Agr. 
Ext.  HM-63,8  p.,  illus.    May  1936.    275.29  M66F 

MONTANA.  STATE  COLLEGE.  EXTENSION  SERV. 
How  to  obtain  a  satisfactory  wiring  installation. 
Bozeman,  1940?    6  p.    275.2  M76Hoi 
House  wiring. 

NORTH  CAROLINA.  STATE  COLLEGE  OF  AGRI- 
CULTURE AND  ENGINEERING.  EXTENSION  SERV. 
More  facts  about  wiring.    N.  C.  Agr.  Col.  Ext.  Folder  66, 
6  p.,  illus.    June  1946.    275.29  NSllEx 

NORTH  DAKOTA.  AGRICULTURAL  COLLEGE. 
DEPT.  OF  AGRICULTURAL  ENGINEERING.    Farm 
wiring  recommendations.    N.  Dak.  Agr.  Col.  Ext.  A.  E. 
27,9  p.,  illus.    Oct.1937.    275.29  N812A 

PARKS,  R.  R.    Farm  wiring.    111.  Agr.  Col.  Ext. 
AEng-56,12  p.,  illus.    n.  d.    275.29  IL62Pa 

PETTIS,  A.  M.    Planning  farm  wiring.    Fla.  Agr. 
Col.  Ext.  C.  93,6  p. -folder.    May  1950.    275.29  F66C 
PHAGAN,  C.  V.    Planning  for  electricity  on  the 
farm.    Okla.  Agr.  Col.  Ext.  C.  459,27  p.,  illus.    1947? 
275.29  Ok41C 

PHAGAN,  C.  V.    Wiring  the  farm  and  home  for 
electric  service.    Clemson  Agr.  Col.  S.  C.  Ext.  Serv. 
Rur.  Electrif.  Ser.  C.  1,8  p.,  illus.    Apr. 1939. 
275.29  So8R 

POND,  E.    What  is  adequate  wiring?    Wash.  State 
Col.  Ext.  B.  259,8  p.    Nov. 1940.    275.29  W27P 
Lists  equipment  for  which  outlets  may  be  needed. 

POND,  J.    Convenient  kitchens.    Mich.  State  Col. 
Agr.  Ext.  B.  185, rev. ,30  p.    Mar. 1946.    275.29  M58B 
Mentions  wiring  and  outlets  needed. 

R0MNES3,  J.,  and  ZIMMERMAN,  L.  P.    Farmstead 
wiring.    Minn.  U.  Agr.  Ext.  B.  179, rev. ,16  p.,  illus. 
June  1939.    275.29  M66S 

SCHULZ,  A.  H.    Install  an  adequate  farmstead 
wiring  system.    N.  Dak.  Agr.  Col.  Ext.  C.  A-102,6  p.- 
folder.    Aug.1946.    275.29  N812Sa 

Advises  following  instructions  issued  by  U.  S.  Rural 
Electrification  Administration. 

SMITH,  E.  H.    The  care  and  repair  of  electrical 
wiring  devices.    Kans.  State  Col.  Agr.  Ext.  C.  162,12  p., 
illus.    June  1943.    275.29  K12Ex 
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WIRING- -Continued. 

STAPLETON,  H.  N.    Safety  in  using  electricity. 
Vt.  U.  &  State  Agr.  Col.  Ext.  Serv.  C.  87,10  p.,  illus. 
June  1936.    275.29  V59C 
Includes  wiring. 

STEWART,  G.  H.    House  wiring  requirements. 
Clemson  Agr.  Col.  S.  C.  Agr.  Engin.  L.  68,8  p.,  illus. 
Feb.1946.    275.29  SoBAe 

STOVER,  H.  E.    Planning  the  wiring  system.    Kans. 
State  Col.  Agr.  Ext.  Rur.  Electrif.  2,10  p.,  illus. 
Nov. 1,1946.    275.29  K13En 

TENNESSEE.  UNIVERSITY.  COLLEGE  OF  AGRI- 
CULTURE. AGRICULTURAL  EXTENSION  SERV,    Plan 
for  electricity.    Tenn.  Agr.  Col.  Ext.  P.  318,31  p. 
Dec. 1949.    275.29  T25 
U.  S.  Tennessee  Valley  Authority  cooperating. 
Wiring. 

THURMAN,  W.  E.    Keep  on  the  safe  side  of  elec- 
tricity.   Nebr.  Agr.  Col.  Ext.  C.  781,3  p.,  illus.    Sept. 
1937.    275.29  N272Ex 
Design  of  a  lamp  for  testing  wiring. 

TRENARY,  O.  J.    Wiring  the  farmstead  for  effi- 
ciency.   Colo.  State  Col.  Agr.  Ext.  B.  397-A,19  p.,  illus. 
May  1947.    275.29  C71E 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    The 
Arkansas  plan,  by  W.  F.  Jordan.    Washington,  1940.    6  p. 
1.933  Ar4 

Costs  of  wiring  houses  of  various  sizes  with  and  with- 
out a  small  radio  and  electric  iron. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Dollars 
in  your  pocket.  Adequate  wiring  now  saves  dollars,  time, 
labor  later.    Washington,  1939.    4  p.,  illus.    {609-U-9) 
1.933  D69 
Suggestions  regarding  wiring. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Helping 
you  to  help  yourself;  wiring.    Washington,  1937. 
6  p.-folder.    173.2  R88Hw 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    How  to 
keep  power  on  the  job.    Washington,  1944.    4  p.,  illus. 
1  R88H 
Points  regarding  wiring,  circuit  loads,  and  fuses. 
U.  S.  RURAL  ELECTRIFICATION  ADMIN.    It's 
smart  to  play  safe!    St.  Louis,  1944.    4  p.,  illus.    1  R88I 
Electric  wiring. 


WIRING— Continued. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Main 
points  to  consider  when  electrifying  the  rural  home 
Washington?  1948.    2  p.    1.933  M282 
Wiring  as  related  to  specified  uses. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Plan- 
ning your  farmstead  wiring  and  lighting.    U.  S.  D.  A. 
Misc.  P.  597, rev. ,32  p.,  illus.    1947?    1  Ag84M 

Pages  26-31  are  ruled  to  be  used  for  drawing  outlines 
of  house  rooms  and  farm  buildings. 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Speci- 
fications for  farmstead  wiring  (revised  in  accordance 
with  1947  National  electrical  code  and  supplement). 
Washington,  1949.    16  p.,  illus.    1  R88Sp 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Wiring 
your  farm  and  home.    Washington,  1936?    11  p.,  illus. 
173.2  R88W 

U.  S.  RURAL  ELECTRIFICATION  ADMIN.    Your 
wiring  check  list.    Washington,  1947.    4  p.    1.933  Y8 

U.  S.  TENNESSEE  VALLEY  AUTHORITY.  COM- 
MERCE DEPT.    Wiring  and  lighting  the  farmstead,  by 
G.  E.  Henderson  and  J.  A.  Roberts.    Rev.    Knoxville, 
1942.    75  p.,  illus.    Ref.    173.2  T25WL 

VIRGINIA  POLYTECHNIC  INSTITUTE.  AGRICUL- 
TURAL EXTENSION  SERV.    Wire  your  farm  for  dollars 
and  sense.    Va.  Polytech.  tnst.  Ext.  VFEC-1,11  p.,  illus. 
Jan. 1946.    275.29  V81Vf 
Virginia  Farm  Electrification  Council  cooperating. 
Suggests  locations  of  outlets  for  each  room  of  the  house 
and  each  building  on  the  farm. 

WASHINGTON.  STATE  COLLEGE.  EXTENSION 
SERV.    Wire  sizes  for  rural  electrification.    Wash.  State 
Col.  Ext.  Mimeog.  321,1  p.    1945.    275.29  W27Mi 

WITZEL,  S.  A.    Wiring  the  farmstead  for  electric- 
ity.   Wis.  Agr.  Col.  Ext.  Spec.  C, rev. ,18  p.,  illus. 
Mar. 1945.    275.29  W75S 

WRIGHT,  F.  B.,  and  ROBB,  B.  B.    Electric  wiring 
for  the  farm.    N.  Y.  Agr.  Col.  Cornell  Ext.  B.  204, rev., 
95  p.,  illus.    Ref.    July  1936.    275.29  N48E 
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